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North-Western Terra-Cotta Co 




Tobey Automatic Water Heater. j§§ 

I 


mm 


m\ 'NMEBQWUJE.T A 


Insuring Hot Water. 

Tlie amount of hot water withdrawn 
from the Tobey Automatic Water Heater 
and the temperature at which it is set to 
deliver it, regulate entirely the quantity 
of^ steam admitted to the heater. The 
water is heated as fast as used, and no 
matter whether much or little is being 
withdrawn at any time, only enough 
steam is consumed to heat it to the set 
temperature. The heating capacity of 
the heater is great enough to meet any 
demands that may be made upon it, and 
therefore its use insures hot water at all 
times, whether much or little is being 
used, and always of a uniform tempera¬ 


ture. 


1 


It is adapted for use wherever a first-class 
hot water supply is wanted. 


Tobey Water Heater and Manufacturing Co., 


Toledo, Ohio. 


tm 




Grand Stairway, “tbe emporium,” San frantisco. Pissis«ittoorc, Hrcbitccts. 

EXECUTED BY 

ok Pn$l m Bros. Company 

Chicago. 

Ornamental Iron, Bronze and Brass UJork. 

Artistic Execution of Leading Architects' Best Work. 
Exclusive Original Designs. 


Entered at the Postoffice at Chicago as second-class matter. 


CONTENTS. 

EDITORIAL. Page 

Architects of United States Government Buildings— Fire Tests on Iron 
Columns — The Committee Need Substantial Help — Chicago Masons’ 
and Builders’ Association. ii 

CHARLES BULFINCH —THE FIRST AMERICAN ARCHITECT. By 
P. B. Wight. 13 

THE ETHICS OF THE SKETCH-BOOK. By Paul Waterhouse, 

F. R. I. B.A. 15 

TESTS OF CEMENT BEAMS . 16 

ANNUAL MEETING OF OHIO CHAPTER A. I. A. 16 

OUR ILLUSTRATIONS. 17 

MOSAICS. 17 

ASSOCIATION NOTES. 17 

SYNOPSIS OF BUILDING NEWS. 17 

INDEX TO ADVERTISEMENTS. XI 


WORKS AND OFFICE : 

Clybourn and Wrightwood Avenues. 

Branch Office: i i i 8 Rookery Building, 

CHICAGO. 


J. W. TAYLOR’S 

ARCHITECTURAL PHOTOGRAPHS, 

FROM ALL PARTS OF THE U. S. 

Owings Building, - - Chicago. 

300 Kodak and 150 8 x 10 Views of World’s Fair. 

Art Gallery, Buildings, Architectural Views, Interiors, Details. 
Residences, Public Buildings, Etc. 

Negatives taken in any part of U. S. upon order. 

SEND TEN CENTS IN STAMPS FOR ILLUSTRATED CATALOGUE. 


Architectural Wrought Iron, 

Ancient and. Modern. 

A compilation from various sources of German, Swiss, Italian, 
French, English and American Ironwork, from medieval times 
down to the present' day. By W. W. Kent, Architect; 32 litho¬ 
graphic and 4 gelatine plates, and over 50 illustrations in the text. 

Handsome Quarto Volume, Cloth. Price, $5.00. 

inland publishing CO., 

410 Manhattan Building, - - - CHICAGO, ILL. 


Please mention THE 8WLAIMD ARCHITECT when corresponding with Advertisers, 
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CREOSOTE 

AS A 

WOOD 

PRESERVER. 


•H0V5E AT WEST NEWTON-/VU$i 
•01APAAN V’FRAZER- ARCHT3-' 
•B03TON-/\A33‘ 





SOME AUTHORITATIVE OPINIONS. 


“ Creosote is the best wood preservative known." 

— Trautwein. 

“ Wood treated with it is not subject to dry rot or other 
decay."—Century Dictionary. 

“ Experiment proved that Oil of Tar, or Creosote , was 
perhaps the most powerful coagulator of the albumen (of 
wood ), while it at the same time furnished a waterproof cov¬ 


ering for the fiber , and its antiseptic properties prevented 
putrefaction."—Report of Special Committee of the Ameri¬ 
can Society of Civil Engineers. 

‘ 1 There seems to be no question that when Creosoting is 
well done it is effective." — Ibid. 

“ It thus appears that there is no process of wood preserv¬ 
ing the efficacy of which , when zvell done, is better established 
than Creosoting." — Ibid. 


CABOT’S CREOSOTE SHINGLE STAINS $ 

(Patented April 29, 1884) 

Are composed largely of Creosote, and shingles, clapboards, etc., treated with them are preserved from 9^? 

decay or attacks of insects. No one else has the right to make Creosote Stains. ^ 

For samples and full information, address 5^? 

SAMUEL CABOT, Sole Manufacturer, | 

70 Kilby St., BOSTON, MASS. 1201 Owings Building, CHICAGO, ILL. 4? 



‘'ICC Affix' 


TflEREW CONVENT 


OF THE 


Heated with 


a WF.FICAN RADIATORS 

Made by 

Amer ican r adiator C ompany 


Lake and Dearborn Sts., Qhicago. 


NEW YORK, 93 Centre St. 
BOSTON, 44 Oliver St. 
PHILADELPHIA, 506 Arch St. 

ST. LOUIS, 53-53 De Menil Bldg. 
MINNEAPOLIS, 316 Third Ave. N. 
LONDON, 143 Queen Victoria St. 
DENVER. 


Factories: DETROIT and BUFFALO. 


the; new convent of THE GOOD SHEPHERD, ST. EOUIS, MO. 


The Jungenfekl Co., Architects Ringen Stove Co., Heating Contractors 

Please mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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THESE 

Perfection Furnace Pipe l Fittings 

are; an absolute guarantee 

AGAINST FIRE 

And do away with Iron Lath and Asbestos Paper. 



This is the only pipe that is absolutely 
safe in wood-studded partitions, no matter 
how close it comes in contact with wood¬ 
work. 

Upon application we will send you de¬ 
scriptive catalogue. 

The Perfection Furnace Pipe Co. 

TOLEDO, OHIO. 






Magee Boston Beater. 


Lined Pot with Wrought-lron Radiator. 


For Heating with Warm Air, or 
in Combination, 

WARM AIR AND HOT WATER. 


0SK THOSE WHO USE THEJ1 


If the 


MAGEE HEATERS 


are not 


The MOST DURABLE, as well as the MOST 
ECONOMICAL and EASILY MANAGED. 

They give a mild, steady heat and the effect upon the hu¬ 
midity of the atmosphere is so slight as to be imperceptible- 
adding greatly to the healthfulness of the dwelling. 

MAGEE RANGES 

Meet all the requirements for the most exacting work in the 
kitchen. 

USED AND RECOMMENDED BY LEADING AMERICAN 
AUTHORITIES ON COOKING. 

WE MAKE ALL STYLES w TUp DDCT 
BUT ONLY ONE GRADE ^ 1110 DCJ 1 • 

Send for Pamphlet. Correspondence Solicited. 


MAGEE FURNACE CO. 


32-38 Union Street, 


BOSTON, MASS. 


LOTT &. FARQUHARSON. 

GENERALWESTERN SALES AGENTS, 

86 LAKE STREET, CHICAGO, ILL. 



POPPERT’S PATENT 


Weight Sliding Blinds 

ARE PERFECTION ITSELF. 

ARE balanced by weights same as ordinary sash and can be applied 
f* to any window in old as well as new houses. 

GEO. POPPERT MFG. CO., 

417-437 Poplar Street, MILWAUKEE, WIS. 

We draw the attention of architects and the public to our ALL 
ROLLING SLAT BLINDS, especially arranged for a Southern climate, 
allowing perfect ventilation and shade at same time. 


Locations for 
Industries. 

The name of the Chicago, Milwaukee & St. Paul 
Railway has long been identified with practical 
measures for the general upbuilding of its territory 
and the promotion of its commerce, hence manufac¬ 
turers have an assurance that they will find them¬ 
selves at home on the company's lines. 

The Chicago, Milwaukee & St. Paul Railway 
Company owns and operates 6,154 miles (9,900 kilo¬ 
meters) of railway, exclusive of second track, con¬ 
necting track or sidings. The eight States traversed 
by the compan59 Illinois, Wisconsin, Northern Mich¬ 
igan, Iowa, Missouri, Minnesota, South Dakota and 
North Dakota, possess, in addition to the advantages 
of raw material and proximity to markets, that which 
is the prime factor in the industrial success of a terri¬ 
tory—a people who form one live and thriving com¬ 
munity of business men, in whose midst it is safe and 
profitable to settle. Many towns on the line are pre¬ 
pared to treat very favorably with manufacturers who 
would locate in their vicinity. 

Mines of coal, iron, copper, lead and zinc, forests 
of soft and hard wood, quarries, clays of all kinds, 
tan bark, flax and other raw materials exist in its ter¬ 
ritory in addition to the vast agricultural resources. 

A number of new factories have been induced to 
locate—largely through the instrumentality of this 
company—at towns on its lines. The central position 
of the States traversed by the Chicago, Milwaukee & 
St. Paul Railway, makes it possible to command all 
the markets of the United States. The trend of man¬ 
ufacturing is Westward. Nothing should delay en¬ 
terprising manufacturers from investigating. Confi¬ 
dential inquiries are treated as such. The informa¬ 
tion furnished a particular industry is reliable. 

Address, LUIS JACKSON 

Industrial Commissioner, C., M. & St. P. R’y, 
425 Old Colony Building, Chicago, III. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers, 
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MERCHANT’S METAL “SPANISH TILES 

We have three distinct sizes for straight surfaces, viz : 

7x10 in., 10x14 in. and 14x20 in. 

As well as a Special Graduated Tile for Conical Surfaces. 

The most ornamental roof made, and thoroughly stormproof. 

Our new book of illustrations mailed on application. 




Merchant’s Combination Skylight 
“Star” Ventilator. 


Supplies light and ventilation simultaneously. Stormproof and large area. These 
ventilators are being used successfully. The Regular “Star” Ventilator always did 
ventilate well, and the introduction of the glass top sacrifices none of its ventilating 
qualities. Full information with price named on application. 


MERCHANT & CO., 


SOLE MANUFACTURERS. 


PHILADELPHIA. 

incorporated, NEW YORK. 

BROOKLYN. 

CHICAGO. 



Pease Combinations. 



THE ORIGINAL, LARGEST AND BEST LINE. 

3 Patterns Steam and Air. 

3 Patterns Water and Air. 

Thousands in use on this Continent. Our Catalogue FREE for the asking. 
We also make 10 patterns of Steel and Cast-Iron Furnaces, 3 patterns of Steam 
and Water Heaters. 

J. F. PEASE FURNACE CO. 

86 Lake Street, CHICAGO SYRACUSE, N. Y. 



LICENSED 

to Manufacture 

Electric and 
Combination 
Fixtures. 


ESTABLISHED IN 1865. TELEPHONE, MAIN 2422. 

W. C. VOSE5URQH rtFQ. CO., LiniTED, 

DESIGNERS AND MANUFACTURERS OF 
-IfIXK ART-- 

Gas, Electric and Combination Fixtures, 

SUITABLE I OR ALL LIGHTING PURPOSES. 
PARTICULAR ATTENTION GIVEN TO SPECIAL DESIGNS. 


If you want good goods, ask your Focal Dealer for Our Make of Fixtures, and do not 
consent to take any other. Architects are requested to mention our goods 
in their specifications for lighting buildings. 

Western trade supplied from our Western Branch , 

Home Office and Factory, 114 and 116 Wabash Ave., Chicago, III. 

BROOKLYN, N. Y. c. a. vosburgh, manager. 


LMOHORS at COLUMBIAN K 






America’s Most Popular Railroad 
sl Perfect Passenger Service 


THROUGH FAST 

PULLMAN SERVICE EVERY DAY TO 

Hot Springs, Denver 
ARKANSAS COLORADO 


JAMES CHARLTON, GENERAL PASSENGER AND TICKET AGENT, 
CHICAGO, ILLINOIS. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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GEO. M. MOULTON, President. F. R. PETTIBONE, Vice-President. CHAS. F. EIKER, Treas. and Gen. Manager. WM. A. MOULTON, Secretary. 

PIONEERS IN THE INTRODUCTION OF FIREPROOFING. 

PIONEER 

HOLLOW 
BUILDING 
TILE, 

SOLID AND 
POROUS TILE, 
for Eireproof Floors, Walls, 

Partitions, 

Roofs, Columns, 

Ventilating Shafts, 

Etc. 


Contracts taken for the 
complete fireproofing of 
buildings. 

Special designs made on 
application. 

Building Tile delivered and 
built in place in all parts 
of the United States. 


View of Exhibit at World’s Fair. Medal and Diploma Awarded. 



FI1EPR0IF CONSTRUCTION CO. 


Manufacturers, Contractors and 
Dealers in 

Every Description of 

FIREPROOF 

TILE 

FOR 

BUILDIrtG 

PURPOSES 


OFFICE AND YARD I 


Cor. 16th and Clark Sts., 
CHICAGO. 


Telephone, South 483. 

Builders’ Exchange Box 405. 

Factory on Hydraulic Basin, 
Ottawa, III. 



Coal Hole Tight. 


=PRISMATIC= 


Sidewalk Lights, 

FLOOR and SKY LIGHTS, 

Richards & Kelly Mfg. Co. 



389 23d Street, 

CHICAGO, ILL. 


Send for Illustrated Catalogue. 



THE 


“Taylor Old Style 

ROOFING TIN 

Is made exactly the same as in 1830, 
66 years ago. 


33 


None genuine without 
this stamp. 


I ^ 

©US) ©IfYLS 
.!>=!> Ig) 

©§ 


No other Roofing Tin 
is made like it, nor of 
the same materials. 

THE 

ONLY WARRANTED 
TIN SOLD. 


Round Vault Light. Reflecting Lens. 

Please mention THE INLAND ARCHITECT 


N.$c G.TAYLOR CO. 

MANUFACTURERS, 

Established 1810. PHILADELPHIA. 

Agents for the PANCOAST VENTILATOR. 


when corresponding with Advertisers. 
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The Illinois Terra-Cotta Lumber Co. 


/•Concnerc nui*6 D-f Bcrctco floor arm ns /6' ccnrens Cioirsp* 





C. W. BREGA, President. 

A. W. BEIDLER, Vice-President. 
E. A. HOEPPNER, Secretary. 



Finished Floor , 



Porous Terra = Cotta Fireproofing. 

A COMPLETE SYSTEM FOR ENTIRE BUILDINGS. 

Hollow Flat-Arch Tiles , for Iron Construction. Ceiling Tile. 
Partition Tile. Wall Furring. Column, Girder 
and Beam Coverings , Etc. 


WORKS AT 
PULLMAN, IIvIv. 


OFFICE, 

611 “The Rookery” Building, 

CHICAGO. 



FOR ALL SURFACE DRAINS AND SEWERS 



Miller Sanitary 
Back=Water Bell Traps 

Keep out back or 
tide water. 

Miller Automatic Bell Trap 

Made in all sizes for 
general use. 9 to 16 inches. 
Gives universal satisfaction. 
Sold by Dealers everywhere. 


W. GORDON MILLER CO., = Pittsburg, Pa. 



Hardwood 

Floors 

Wood Carpets, Parquet 
Floors, Rug Borders. 

Send for book of designs. 

E. B. MOORE & CO. 

48 & 50 Randolph Street, 
CHICAGO, ILL. 


HEALY & MILLET, 

Stained Glass § Frescoing, 

225 Wabash Ave., Chicago. 

Medal at Universal Exposition, Paris, 1889. 


PARQUET 


THICK or THIN. 

PLAIN OR 
ORNAMENTAL 

Of Finest Woods. 
Tor Halls, Parlors, Dining, Bed-Rooms, Etc. 
CAN BE LAID OVER OLD | 

FLOORS OR NEW. 

Write for New Pattern Catalog. 

Theinterior Hardwood Co. 

Mfrs Indianapolis, Ind. 


FLOORS 



Bl"M ETA *-LIC 

% dlated Traps 

r _ 4/i .,f A FINISH ED 

'(j'yPEARANCE 

* opENWORK 
V PLUMBING 

T .}. .{. 

WHICH CAN NOT BE 

OBTAINED WITH LEAD 

.J. TRAPS 

q “ WRITE FOR CATALOGUE 

OPORTSMANS SHOT WORKS. 

Cincinnati, Ohio 




'. LONG ITU DJNAi. SECTION— 


Siphon ‘‘Eduction” Closet Range 

K r ei „ Schools, Factories and Public Buildings. 
FLUSH TANK CO., 86 v c a hVa u c r o en st 

(Formerly RICHMOND, IND.) 


Operated Automatically by a Tank without Movable Parts. Never gets out of order and 

always CLEAN. Send for Catalogue. 


Piease mention THE INLAND ARCHITECT when corresponding with Advertisers. 






























































































































































4 


viii 


THE INLAND ARCHITECT AND NEWS RECORD. [Vou. XXVIII. No. 2 


GALVANIZED IRON —APOLLO. 

First-class work of all sorts is done 
with Apollo. Some sorts can be well- 
enough done with inferior iron. It don’t 
pay. 

Apollo takes less time and saves 
money. You can’t afford to use refrac¬ 
tory iron. 

Apollo obeys the tool, and makes no 
fuss. 

Apollo Iron and Steel Company, Pittsburgh, Pa. 



Wilks’ 

Hot Water Heaters anil 


Best in Use for all Purposes 
heating and Supplying 
Hot Water. 

All Steel. No Coils or Flues. All Sizes. 

SEND FOR CATALOGUE. 

S. Wilks Mfg. Co. 

123 S. Clinton St., Chicago 

N. S. BOUTON, Pres. 

E. H. SEDGWICK, 

Treas. and Gen. Mgr. 


ALWAYS USE THIS LITTLE 


NIAGARA SPRAY EJECTOR FOR URINALS. 



A Practical 
Plumber’s 
Testimonial: 


Irwin, Pa., 

April 4 , 1896 . 

Yours of the 3 d 
to hand. In reply 
would say that the 
Spray Ejector has 
been a saving of 
over one-half the 
water over the old 
way of drilled 
pipes, and it also 
flushes the back of 
slab much better 
than the old style. 
Respectfu 11 y yours, 
J. W. Barnes. 


Send for circular 
and prices to 


S. J. PUTNAM, Mfr., Prince Bay, N. Y. 


NEVER MIND WHO 



Norwalk Lock Co. 


MANUFACTURERS OE 

LOCKS AND BUILDERS’ HARDWARE. 

Designs with Estimates Furnished and Original Work solicited from Architects. 

Manutactoru and Principal Office, SOUTH NORWALK, CONN. 

NEW YORK, BOSTON, BALTIMORE, CHICAGO, 

82 Chambers St. 200 Franklin St. 25 Hanover St. 544-548 Unity Bldg. 

FO It INFORMATION ABOUT 

U. S. MAIL 

WHICH ARE 

A necessity In office buildings and hotels, 
write to the sole maheri, 

THE CUTLER M’F’G CO., Rochester, N. Y. 

patented. authorized. 




HARDWOOD FLOORS 

HIGH GRADE, THICK AND THIN. 

Endwood Mosaic, Parquetry, Wood- 
carpet, Wax-polish and Brushes. 

Write for our circular on the Care of 
Hardwood Floors. Catalogue Free. 

WOOD-MOSAIC CO., 

ROCHESTER, N. Y. 




BEST LINE 

...TO. .. 

Indianapolis, 
Cincinnati, 
Louisville an« 
The South. 


Solid Vestibule Trains, 
Illuminated by Pintsch 
Light, Heated by Steam. 
Dining Car on all Day 
Trains. Pullman Sleep¬ 
ers on all Night Trains. 


COPYRIGHTED 


Only Line to the Famous WEST BADEN and 
FRENCH LICK SPRINGS. “The Carlsbad of 
America.” Hotels open the year ’round. 


CITY TICKET OFFICE: 

232 Clark Street, CHICAGO. 

W. H. McDOEL, FRANK J. REED, 

V.-P. and Gen. Manager. Gen. Pass. Agt. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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DYCKERHOFF PORTLAND CEMENT 

Is superior to any other Portland Cement made. It is very finely ground, always uniform 
and reliable, and of such extraordinary strength, that it will permit the addition of 25 per 
cent more sand, etc., than other well-known Portland Cements, and produce the most 
durable work. It is unalterable in volume and not liable to crack. 

“ The Dyckerhoff Portland Cement has been used in the Metropolitan Sewerage Con¬ 
struction, Boston, and is now being employed in the construction of the Boston Subway, 
Howard A. Carson, Chief Engineer. ” 

Pamphlet with directions for its employment , testimonials and tests , sent on application. 
MEACHAM & WRIGHT, Agents, E. THIELE, 

98 Market Street, CHICAGO, ILL. 78 William Street, NE)W YORK, 

Sole Agent United States. 


-= SUPERIOR =- 

Copper Weather Vanes. 

GILDED WITH PURR GOLD. 

Church Crosses, 

Tower Ornaments, 
Pinials, Etc., Etc. 

Vanes made from any drawing 
or design on short notice. 

T. WUONES, 

Successor to Chas. W. Briggs, 
“ “ V. W. Baldwin. 

170 and 172 Front Street, 
NEW YORK. 

Illustrated Catalogue of over 
250 designs, mailed to any ad¬ 
dress on receipt of a two-cent 
stamp, half the postage. 




ppffffpg 



PUBLISHED WEEKLY. 

NEW YORK AND CHICAGO. 

READ BY S3 

ARCHITECTS, 

BUILDERS, 

CONTRACTORS, 

DECORATORS, 

ENGINEERS 

and those contemplating building. 

HANDSOMELY ILLUSTRATED. 

A Profitable Advertising 
Medium. 

Send for Sample Copy and Terms. 

WK. T. COMSTOCK, Publisher, 

23 Warren Street, New York. 



STAINED GLASS 


for DWELLINGS AND 
CHURCHES. 

The Best Work at Lowest Prices. 


Geo. E. Androvette & Co. 

27-29 So. Clinton Street. 



PRIZE MEDALISTS. 

Exhibitions of 1862, 1865, 1867, 1872, 1873, and only Award and Medal or Noiseless Steel Shutters at 
Philadelphia, 1876 ; Paris, 1878; and Melbourne, 1881. 

CLARK’S ORIGINAL PATENT NOISELESS 
Revolving -ST'EIEIj KCK Burglar Proof. 


Improved Rolling; Wood Shutters and Patent Metallic Venetian Blinds' 

Catalogues, Circulars, Price Lists, etc., on application. 

CLARK, BUNNETT & CO. (limited), 

office; AND WORKS: 

162 and 164 West 27th Street, New York. 


TIFFANY PRESSED BRICK CO. 


ll;l MARQUETTE BUILDING, 

MANUFACTURERS OF 

Pressed and Enameled Brick, 

PLAIN AND ORNAMENTAL, 


Telephone, Express 579 . 

- « 


CHICAGO. 


H. W: JGh NS 



nese Paints are composect of pure t/nseea 
o// and the highest gra de ofpigmerdSTIFeyan 
combined by processes exclusively our own and are unequaled by any in richness and permanency of 
co/or. One gallon will cover from 275 to 300square feet, two coats without thimng and cat) be 
safety thinned With r /p gallon linseed oil to one gallon pa/nt for first coat. — 

-LmHE C are or,5 6 -S hapes. IwsI rucTioNS ro^ ViE*NosVGGEsrioNi formhHing tic. rare syndic 

H.W, Johns JlVb-Ca 



IAME5A MILLER ft BRD. 


129 & 131 

S.CuntonSt. 

Chicago 



Please mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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L. WOLFF MANUFACTURING CO. 



Plumbing 


Goods. 


WOLFF’S UNDER-ROLL RIM 
ENAMELED IRON 
BATHS. 

THE “SULTANA.” 

General Offices, 93 WEST LAKE STREET. 
Show Rooms, 91 DEARBORN ST. 

CHICAGO. 

BRANCHES : 

DENVER. MINNEAPOLIS. 


WRITE FOR ILLUSTRATED CIRCULAR. 


Hill Art Glass & Decorative 60. 


MANUFACTURERS OF 

STAINED GLASS AND DECORATIONS, 

MOSAICS, 

WALL PAPERS, DRAPERIES AND TAPESTRIES, 
SPECIAL FURNITURE. 


CORRESPONDENCE 

INVITED. 


167 k 169 WaDasli Ave., Chicago, ill. 


Stamped Steel Ceilings, 



The Bischoff Patent 
Sheet=Steel Ceiling. 


SIDE WALLS AND 
WAINSCOTING. 

' Our ceilings are made in 
many designs, suitable for all 
classes of buildings. Can fit 
all sizes of rooms. 

Send for new catalogue and prices. 

Chicago Metal Stamping Co. 

LI BERTYVI LLE, ILL. 

If in want of Roofing, we man¬ 
ufacture the best. 


E. ELDON DEANE, 

ARCHITECTURAL COLORIST, 
AND ILLUSTRATOR, 

63 SEYMOUR BUILDING, 

Ffiftti Ave., corner 42 d Street, 

NEW YORK. 


NEW CAPITOL 

FOR THE 

STATE OF MINNESOTA. 


NOTICE TO CONTRACTORS. 

Sealed proposals will be received at the 
office of the Board of State Capitol Commis¬ 
sioners, No. 512 Fndicott building, St. Paul, 
Minnesota, until 2 o’clock p.m. on the 6th 
day of October, 1896, for all labor and mate¬ 
rial required for the structural iron and steel 
and the erection of the same in place, com¬ 
plete, for the basement floor for the new 
state capitol building at St. Paul, in accord¬ 
ance with the drawings and specifications, 
which may be seen at the office of the board 
on and after Friday, September 18, 1896. 
Copies of said drawings and specifications 
may be obtained from Cass Gilbert, archi¬ 
tect, No. 524 Pndicott building, St. Paul, 
upon payment of the cost of such reproduc¬ 
tions, and a deposit of $50, such deposit to 
be returned to the bidder upon return of the 
drawings and specifications. 

Each bid must be accompanied by a cer¬ 
tified check for a sum not less than two per 
cent of the amount of the proposal. The 
right is reserved to reject any and all bids 
and to waive any defect or informality in 
any bid, if it be deemed in the interest of 
the State to do so. Proposals received after 
the time stated will be returned to the bid¬ 
ders. Proposals must be inclosed in envel¬ 
opes, sealed and marked “Proposals for 
Structural Iron and Steel Work, for New 
Minnesota State Capitol at St. Paul,” and 
addressed to the Board of State Capitol 
Commissioners. 

For the Board of State Capitol Commis¬ 
sioners, 

CHANNING SFABURY, 

Vice-President. 

St. Paul, September 10, 1896. 


MOLESWORTH KING, 

Inventor and Patentee, 

; 3139 Wabash Ave., Chicago, III. 

Specialist on Curing Smoking Fireplaces, 
CHIMNEY AND FIREPLACE, BUILDER 

AND TILE SETTER. 


CHICAGO REFERENCES. 
BANKS 

President Merchant’s National Bank. 

“ Northern Trust Co. 

INSURANCE COMPANIES. 

Mr. C. H. Case, Royal Insurance. 

W. H Cunningham, m Royal Building. 

ARCHITECTS AND CONTRACTORS. 

H. Ives Cobb, 100 Washington Street. 
Holabird & Roche, Monadnock Building. 
Jenney & Mundie, Home Insurance Building. 

LAWYEKS. 

A. J. Catou, 1005 Tacoma Building. 

J. G. Shortall, 1600 Prairie Avenue. 

REAL ESTATE. 

Byron Lathrop, Old Colony. 

O. F. Aldis, Monadnock Building. 

Dibblee & Manierre, The Temple. 

W. D. Kerfoot, 85 Washington Street. 
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BEDF0RD_$T0NE 

THE BEDFORD QUARRIES COMPANY, Bedford, Indiana, 
producers of Buff and Blue Oolitic Limestone, 
from the celebrated HOOSIER, BUFF RIDGE and 
OOLITIC Quarries, quote the following prices, 
f. o. b. quarries: 

No. 1, MILL BLOCKS, BUFF OR BLUE. 

Unscabbled, - - - 13 cents per cubic foot. 

Scabbled, ----- 15 cents per cubic foot. 
Scabbled, extra close, 20 cents per cubic foot. 

MIXED MILL BLOCKS. 

Unscabbled, - - - 8 cents per cubic foot. 

Scabbled, ----- 10 cents per cubic foot. 

SAWED STONE, BUFF OR BLUE. 

No. 1. Two sides, - 28 cents per cubic foot. 

No. 1. Four sides, - 43 cents per cubic foot. 

Mixed. Two sides, - 23 cents per cubic foot. 

Mixed. Four sides, - 38 cents per cubic foot. 

TFRMS: Net 60 days. A discount of 5 
per cent allowed on bills paid within 15 days 
from date of shipment. Subject to draft after 
60 days. 

The POSTAL-TELEGRAPH, MUTUAL RESERVE 
FUND, CONSTABLE, and other notable buildings 
in New York, are built of stone from these quarries, 
which have a capacity larger than any others in the 
district. Samples of the stone and descriptive pam¬ 
phlets sent on application. COMMUNICATIONS 
ADDRESSED TO BEDFORD, OR TO THE 
CHICAGO OFFICE, 185 DEARBORN STREET, 
WILL RECEIVE PROMPT ATTENTION. 



SPECIFY 

stamen’s 
Ball Bearing 
Steel Butts. 

Advantages: 

Unlimited resistance to wear. 
No squeaking of door. 

No need of oiling. Row cost. 


Send for artistic brochure illustrating these and other good things. 


The Stanley Works, 

NEW BRITAIN, GONN. 79 Chambers St., NEW YORK. 



fl.fi. ABBOTT & CO. 

Drawing Supplies, 

Instruments, Tracing Cloth, Papers, Colors, 
Scales, Levels, Transits, Etc. 

BLUE PRINTS. 

50 Madison Street, CHICAGO. 


English Ceramic Mosaics 
Wall and Floor Tiles, Roofing Tiles 
Interior Cabinet Work 
Special Club, Bank and Church 
Furniture 

Roofs Patent Folding Doors 
Bostwick’s Patent Folding Gates 
Structural and Ornamental IronWork 
“ Salamander” Building Paper 
Steam Pipe Covering 
Richardson’s Fireproof Doors, etc. 


Anson S. Hopkins 

Formerly Prest. and Mgr. 

The Henry Dibblee Co. 

MANUFACTURERS’ AGENT AND 
GENERAL CONTRACTOR 

Building Specialties 

Room 1503 , Marquette Building 
CHICAGO 

TELEPHONE, MAIN 1476 


ABSOLUTELY FIREPROOF. 



SECTIONAL 


STE^AM PIPE) AND BOII^E)R COVERINGS. 


The Great Coal Saver. 


MANUFACTURED BY 

THE KEASBEY & MATTISON CO., 


SELLING AGENTS. 

Chicago, Walch & Wyeth, 208 Take St. 

Boston, S. C. Nightingale & Childs, 451 Atlantic 
Avenue. 

New York, Robert A. Keasbey, 54 Warren St. 
Philadelphia, Magnesia Covering Co., 382 Bourse 
Building. 

Baltimore, Wallace & Bro., 432 E. Pratt St. 
Washington, Wm. B. Morgan, Room 19, Build¬ 
ers’ Exchange. 

Charleston, Wm. M. Bird & Co. 

Atlanta, Geo. F. Glaskin & Co., 54 N. Broad St. 
New Orleans, T. V. Regan, 735 Union St. 
Memphis, Keith & Schattenberg. 


AMBUE^R, PA. 

CINCINNATI: CLEVELAND: 

114 West Second St. 117 Water Street. 


SELLING AGENTS. 

Milwaukee, F. Sprinkman, 133 Sycamore St. 

St. Louis, F. Bocler, 108 Walnut St. 

Detroit, S. P. Conkling, 20 Atwater St., Fast. 
Omaha, Spencer Otis, 435 Board of Trade Bldg. 
Kansas City, J. H. Stoner & Co. 

Denver, C. W. Badgley & Co., iSth & Market Sts. 
Salt Lake City, Utah & Montana Machinery Co. 
Butte City, R. W. James. 

Seattle, G. Henderson, Yesler’s Wharf. 

San Francisco, De Solla & Deussing, 2 California 
Street. 

Montreal, Sclater Asbestos Mfg. Co. 
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Architects of ^ on ^ within recent years that the his- 
United states tory of American architecture has been 
Government considered worth writing about. Some 
Buildings, there are who claim that American archi¬ 
tecture in the United States dates back only twenty years, 
but those depend only upon their own memory. Our 
history, such as it is, is recorded in our public buildings, 
which date back to 1793 or 1795, at which time the Capi¬ 
tol at Washington and the Massachusetts statehouse 
were commenced. All previous to that time can be com¬ 
prehended under the word which has recently come to 
have a distinctive architectural meaning—“Colonial.” 
The erection of public buildings has been coincident with 
the evolution of the American architect, who was an 
unknown quantity before that time ; and our historians 
have only recently discovered that his trials and tribula¬ 
tions were in the early days very little more than some of 
us have to endure at the present time. It has been shown 
by Mr. Glenn Brown, in his series of articles on the 
Washington capitol in the American Architect , that it 
had many architects. Part of this history is touched on 
in the present number of Thf Inland Architfct. It 
has taken nearly a century to find out to whom the 
credit for these works is due, and it may take another 
century to unravel the mystery which seems to surround 
the real authorship of our government works at the pres¬ 
ent day. The case of the National Ribrary, not yet com¬ 
pleted, may prove to be an illustration. It is a fact, 
however, that, notwithstanding the intricacies of govern¬ 
ment bureaucracy and the predominating influences that 
the military clique has so often exercised over our national 
architecture, that the government has never been able to 
dispense with the services of talented architects, however 
the military arm may have kept them under its shadow 
and the Treasury arm may have reduced them to the 
condition only of draftsmen. The only hope for the 
future seems to be in the passage of the Aldrich bill for the 
appointment of an architectural commission, which was 
recommended for adoption by a committee of the present 
House of Representatives, and which, in similar forms, 
has been before each successive Congress for more than a 
decade. It is probable that, a precedent having been set 
by the appointment of a special architect for the Chicago 
post office, no important government building will be 
designed without similar action. Much complication, if 
not money, can be saved by the passage of a general law. 


Fire The first report of the Committee on Fire- 
Tests on proofing Tests appointed by the Tariff 
iron Association of New York, the Architectural 
Columns. Reague of New York and the American 
Society of Mechanical Engineers, under date of July 27, 
1896, which has been printed in extenso by most of the 
technical journals, was duly received by Thf Inland 
Architfct. It is marked “ Bulletin No. 2,” and covers 
the test of two steel columns of different sections and 
three round cast-iron columns, without protection, by fire 
and water. The reason why we did not publish this 
long and interesting report, so far as the subject of inves¬ 
tigation is covered by it, is that it is only preliminary to 
the many experiments that are to follow, provided suffi¬ 
cient funds are voluntarily provided to complete the 
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investigation already commenced. The field thus far 
covered is a very limited one. The committee has only 
brought to a demonstration and put on record the exact 
proofs of what has long been known, namely, that all 
steel and cast-iron supports in buildings are valueless 
except in very slight conflagrations, unless protected bjr 
fire-resisting and nonconducting materials. This has 
been repeatedly done by the two leading fireproofing 
companies of Chicago in procuring data for the prosecu¬ 
tion of their own business. The first of these experi¬ 
ments was tried just twenty-two years ago, and the fire¬ 
proofing experts have always held that iron began to be 
weakened for all construction uses at a temperature of 
900° Fahr. The experiments of the committee, by the 
use of more perfect appliances, have shown that the Chi¬ 
cago experts were on the safe side, and have brought this 
to an actual demonstration and put on record important 
facts which no one will attempt to dispute. The steel 
columns tested were of two kinds : one was the ordinary 
box column made of two channel beams and two plates, 
and the other one was made of Z-bars. The cast-iron 
columns were all eight inches in diameter, and all the 
columns were thirteen to fourteen feet long. They were 
tested under the safe loads to which they would have 
been subjected in actual use. It was shown that the 
Z-bar steel column yielded at 1125 0 Fahr. and the box 
column at 1210°, while redness was shown at 1200°. No 
water was used on the steel columns, and they began to 
yield by crimping of the flanges. Of the cast-iron col¬ 
umns, one showed redness at 1125 0 and commenced to 
yield at 1137 0 . Another commenced to bend at 1350°, 
and only showed color when the heat was raised to 1375 0 . 
This column broke suddenly when the heat was raised to 
1550°. No water was used. The third cast-iron column 
was tested with water from a fire hose four times, first at 
675° without result, second at 775 0 without result, and 
the third time it was brought to a red heat at 1050° and 
water thrown on without result. It was then reheated 
to 1250° before showing red and commenced to bend at 
I2 75°- At 1300° water was thrown on for the fourth and 
last time. After the test the column was found to be 
bent to about three inches from a straight line. This 
column seems to have shown greater resistance than any 
of the others, for in the previous test the column was 
bent about ten inches from a straight line and broke off 
without the application of water, but at an increase 
of temperature to 1500°. Thus far cast iron has been 
shown to resist fire better than steel. 


The Committee The committee has wisely appended their 
Need treasurer’s report, which shows an expen- 
Substantiai diture of about $3,000, and nothing left. 
He| p. But of this about $2,500 has been expended 
upon permanent plant. Most of the subscriptions to the 
fund have been made by insurance associations in New 
York, Philadelphia and Boston, and architects in New 
York alone. Unless these are increased, the work may 
have to cease where it is, at a time when a small addi¬ 
tional expenditure in connection with the plant on hand 
might show wonderful results. As is well known, the 
members of the committee, Charles U. Heins, from the 
Architectural Teague of New York, S. Albert Reed, from 
the Tariff Association of New York, and H. de B. Par¬ 
sons and Thomas F. Rowland, Jr., from the American 


Society of Mechanical Engineers, have given their serv¬ 
ices gratuitously. Mr. H. de B. Parsons, as superin¬ 
tendent of tests, has been the largest contributor of time 
and skill. If we were to look for those who are most 
likefy to receive substantial benefit from the committee’s 
work, we would find them among the insurance com¬ 
panies and the fireproofing contracting companies whose 
products are to be submitted. The former are already 
the largest contributors of money, but of the latter one 
has contributed 54,000 common bricks and another 
14,000 fire bricks and fourteen barrels of fire clay. The 
rest have not yet been heard from. 


Chicago -*- 11 our re P or t °f the May meeting of the 
Masons' Illinois Chapter of the American Institute 
and Builders’ of Architects, published in The Inland 
Association. Architect for June, after giving a brief 
account of the informal discussion between members of 
the Chapter and the five members of the Chicago Masons’ 
and Builders’ Association who were present, of the pro¬ 
visions of the code of practice, which that body had 
recently published, we used the following words : “ Else¬ 
where we print that part of the code which relates to 
dealings with owners and architects, as amended and 
recommended by the committee of the Association as a 
result of the conference. ” Asa matter of fact it did not 
appear. The committee did not furnish a copy because 
they had not reported to their association. A recent 
inquiry reveals the fact that the association not only has 
made no amendments to the original code, but does not 
intend to do so. Hence all the advantages that might 
have accrued from the conference will be lost, and the 
Master Masons’ Association, after having asked the 
advice of the only organized body of architects in Chi¬ 
cago, and then declining to accept any of the suggestions 
received, will presumably have to enforce the provisions 
of their code, 011 their own responsibility. It is under¬ 
stood that they are now busy, during an exceptionally 
dull season, while very few contracts are being offered, 
disciplining some of their own members. The general 
opinion among the architects has been that they had no 
right to make any agreement with the Builders’ Associa¬ 
tion in matters that affected the interests of their clients 
only, but that those requirements of the code that de¬ 
manded certain things to be done by the architects were 
such as almost every properly managed office had always 
complied with. Experienced architects, who understand 
the position of their clients better than any contractor 
possibly can, could offer many valuable suggestions 
which, if accepted, would prevent much of the friction 
and ill-feeling' that is sure to follow any attempt to 
enforce its literal requirements, the only result of which 
would be a withdrawal of capital from investment. If 
the builders, smarting under the injustice to which they 
are often obliged to submit, at the bidding of the trades 
unions, seek to enforce their rules upon the capitalist in 
the same way —which, after all, is the only effective one 
they must refuse to contract with any owner who does 
not recognize these rules. In this case the employer of 
contractors will naturally resort to a lockout, and capital 
will certainly win in the end. This will be good amuse¬ 
ment to the trades-union men, and yet it may also be a 
valuable lesson to all in demonstrating the advantages of 
arbitration and conciliation among all classes of men. 









YOL. XXVIII. 


JhE |NL/ND ^F(CHITECT ajmd JHew^ I^ecof^d, 




FLOOR PLANS, COMPETITIVE DESIGN, ST. JOSEPH COUNTY COURTHOUSE, 

SOUTH BEND, INDIANA. 

Submitted by Lamb & Rich, Architects, New York. 


Special Note.— At the last moment it is necessary to postpone the 
publication of the Accepted Design for St. Joseph County Courthouse, 
Shepley, Rutan & Coolidge, architects. 
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FIRST FLOOR PLAN. 


FLOOR PLANS, COMPETITIVE DESIGN, ST. JOSEPH COUNTY COURTHOUSE, 

SOUTH BEND, INDIANA. 

Submitted by Yost & Packard, Architects, Columbus, Ohio. 
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COMPETITIVE DESIGN, ST. JOSEPH COUNTY COURTHOUSE, SOUTH BEND, INDIANA. 

Submitted by Yost & Packard, Architects, Coeumbus, Ohio. 
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J. G. BRILL COMPANY, 
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Builders of Electric Motor Trucks. 



This Car was also on Exhibition at Milwaukee. Has side doors at each end. Mahogany finish, and mounted on celebrated 

Brill No. 2i Truck, with solid forged axle box frame. 
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Prices and Catalogues Furnished Promptly on Annlioation. 
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Fire Hose Crossings for Street Railways 



STRENGTH AND 
DURABILITY. 

A MONEY 

AND TIME SAVER. 


No More Blockades. No More Delays. 
No More Inconveniences. 

Easily Adjusted. 

Perfect in its Work. 


Write to us for Detailed Description. 


The Knox Circuit Breaker 



Strength, Durability, Ease in Applying. It is Indestructible. It has 
a tensile strength of more than double that of the trolley wire. 
Can be placed in the line in less than 15 minutes. 


METROPOLITAN ELECTRIC CO, 



186-188 Fifth Avenue, 


GEO. A. HUHN & SONS, 

BULLITT BUILDING, 
PHILADELPHIA. 

Members of the New York, Philadelphia 
and Chicago Stock Exchanges. 

WE MAKE A SPECIALTY OF 

STREET RAILWAY SECURITIES, 
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Other High Class Investments. 


CHICAGO, ILL. 


Subscribe 
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MANUFACTURED BY 

Albert & J. M. Anderson, Boston, Mass. 


HOW JON &r HOW JON 
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PHILADELPHIA, 119 S. FOURTH ST. 
NEW YORK, 38 PARK ROW. 
WASHINGTON. 928 F STREET. 


PATENTS 


Promptly secured. Trade-Marks, Copyrights 
and Labels registered. Twenty-live years ex¬ 
perience. We report whether patent can ba 
secured or not, free of charge. Our fee not due 
until patent is allowed. 32 page Book Free. 
H- B. WILLSON & GO., Attorneys at Law, 
Opp. U.S. Pat. Office. WASHINGTON, D.C, 
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The Car is devoted to the interest of the 
Street Railroads of this country, and is full of 
interesting and valuable matter for Street Rail¬ 
way men. 


Wires and Cables. 

Bare and Insulated. 
Overhead & Underground. 


STANDARD UNDERGROUND CABLE GO. 
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LIBRARY AND MEETING ROOM OF THE ILLINOIS CHAPTER OF THE AMERICAN INSTITUTE 
OF ARCHITECTS AT THE INSTITUTE OF BUILDING ARTS, CHICAGO. 
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CHARLES BULFINCH — THE FIRST AMERICAN 
ARCHITECT. 

BY P. B. WIGHT. 



I T is not often that the reviewer, upon opening a new book, 
finds his work already done by another. This is suggested by 
reading the “Introduction” to the “Life and Letters of 
Charles Bulfinch, Architect,” * by his granddaughter, Ellen Susan 
Bulfinch, that has just appeared. This “Introduction,” by 
Charles A. Cummings, whom most of our readers will recognize 

as the genial 
president of the 
Boston Society 
o f Architects, 
contains nearly 
all that can be 
said about Miss 
Bulfinch’s mem¬ 
oir, and it is 
difficult to add 
to what has 
been written by 
one so well 
qualified to re¬ 
view the life and 
works of “our 
first architect,” 
as he was well 
called in an 
earlier memoir 
by his son, Rev. 
S. G. Bulfinch, 
prepared at the 
invitation of the 
Boston Society 
o f Architects, 
and read before 
it in 1869. To 
the last men¬ 
tioned paper 
Mr. Cummings, 

in 1S90, added his own contribution to the life of Bulfinch in 
the “Memorial History of Boston,” and more recently in the 
Architectural Review. These, with other publications and a 
fragmentary autobiography written for his children, have been the 
bases of the volume before us ; and it was doubtless on account 
of some diffidence on the part of Miss Bulfinch in dealing with 
the architectural aspects of her grandfather’s life that she asked 
Mr. Cummings to write an introduction to the book. No one 
could be found better fitted for this task, and yet the necessity 
for it is less evident to the reader than it must have been to the 
author. As a literary work its distinctive characteristic is the 
modesty with which it deals with family matters, as well as 
its freedom from all claims for the architectural greatness of 
the subject. In fact it does not make the architectural life of 
Bulfinch any more prominent than his other experiences, and 
while it has great interest to the architectural reader, that is not 
its only interest. It would never have been written had not a 
persistent effort been made by certain active parties in Massachu¬ 
setts to tear down the historic statehouse at Boston, which Bul¬ 
finch designed just one hundred years ago, and replace it by a 
new structure. The defense of the statehouse, which has been 
organized and promoted by the architectural profession not only 
of Boston but throughout many parts of the country, has attracted 
attention to the man who built it, who, until but recently, had 
been almost forgotten except by his immediate descendants and 
a few students of American architectural history. But for this 
the world would have known but little of this signally pure and 
noble life that passed away more than half a century ago. Now 
that it is revealed to us his written life is found to be profitable 
reading from many points of view, and should be especially com¬ 
mended to all young architects as an illustration of the value of 
high character in their own or any other profession. 

As an explanation of the main incident that has led to the 


Charles Bulfinch at the age of Twenty-three. 
From a portrait painted in London. 


*“ The Life and Letters of Charles Bulfinch, Architect, with other Family 
Papers.” Edited by his granddaughter, Ellen Susan Bulfinch, with an intro¬ 
duction by Charles A. Cummings. Boston and New York : Houghton, Mifflin 
& Co., 1S96. 


publication of the life of Charles Bulfinch Mr. Cummings says : 
“And now, at the expiration of a full century since he entered 
upon his long and honorable career, his name has been, in the 
city of his birth, on every lip, in connection with the threatened 
destruction of his greatest work, and with the determined effort 
to save it.” He then proceeds to review the book, pointing out 
the position in which Bulfinch stood with relation to the art of 
building as then practiced in America, as well as the position 
of our own with reference to the older countries of Europe archi¬ 
tecturally at the end of the last century. As Christopher Wren 
was to architecture in England in the seventeenth century so was 
Charles Bulfinch to American architecture. While Inigo Jones 
was the first who practiced architecture as a profession in Eng¬ 
land, Christopher Wren was the first to reduce it to a system and 
to utilize that system during a large professional experience. 
Neither of these men was educated for the profession. They 
made it. It was the same with Bulfinch when there were no archi¬ 
tects in America. He knew no more of architecture at first than 
became part of the accomplishments of an educated gentleman. 

He was born in 1763, the son of a well-to-do Boston physician, 
and graduated at Harvard University without any preference for 
a profession or other calling ; and it does not appear that either 
was a necessity to him ; for while not rich, he had enough to live 
upon without working, and the only incentive he had after grad¬ 
uation was the sense of duty that kept him from idleness. He 
entered the counting room of Joseph Barrell, a private capitalist 
and friend of his father, as a clerk, but did not remain there long. 
As he said in his autobiography : “ Unfortunately, the unsettled 
state of the times prevented Mr. Barrell from engaging in any 
active business, so that for except about three months of hurried 
employment, when he was engaged in victualing a French fleet 
in our harbor, my time passed very idly and I was at leisure to 
cultivate a taste for architecture, which was encouraged by attend¬ 
ing to Mr. Barrell’s improvement of his estate and improvements 
on our dwelling house and the houses of our friends.” 

Having just come of age in 1785, and inherited a sum of 
money from a distant relative, he went abroad and spent two 
years traveling in Europe. His letters during this time do not 
show that he took more than an ordinary interest in architecture, 
or had any idea of making it his profession. Referring to his 
travels he says: “This tour was highly gratif}dng, as you may 
well suppose. I was delighted in observing the numerous objects 
and beauties of nature and art that I met with on all sides, par¬ 
ticularly the wonders of architecture and the kindred arts of 
painting and sculpture, as my letters to my friends at home very 
fully express ; but these pursuits did not confirm me in any busi¬ 
ness habits of buying and selling ; on the contrary they had a 
powerful adverse influence on my whole after life.” He returned 
to Boston in January, 1787, lived a life of leisure, and married in 
November, 1788, his wife adding to their income. In the spring 
of 1789 he took a trip to New York and Philadelphia, and was 
present at the inauguration of Washington at New York. In his 
letter from Philadelphia he says : “This city is not much altered 
since I was last here, except in its increase ; the same plain style 
of building is kept up, and the same quakerish neatness. One 
only great exception to this appears in the house of Mr. Bingham, 
which is in a style which would be esteemed splendid even in the 
most luxurious parts of Europe. Elegance of construction, white 
marble staircase, valuable paintings, the richest furniture and the 
utmost magnificence of decoration, make it a palace in my opin¬ 
ion far too rich for any man in this country.” 

The first authentic record of anything having been erected 
from his design is the account of the building of a monument on 
Beacon Hill to replace the old beacon pole which had been blown 
down. This was done the year following, 1790. It was a Roman 
Doric column resting on a paneled pedestal, and surmounted by 
an eagle. The height was sixty feet, and it was built of brick and 
stucco, having four slate slabs on the pedestal bearing inscriptions. 
These are now preserved in the statehouse. The hill was at that 
time the property of his father. He conceived, advocated and 
carried out the idea of erecting a monument, which was to be a 
memorial of the events that led up to the Revolution, instead of a 
practicable beacon. It is not known who paid for it. Probably 
he and his father bore most of the cost, and there was no archi¬ 
tectural employment about it. He simply gave his services as an 
amateur. 

The year before, that is, just after his marriage trip in 1789, 
he had been elected one of the selectmen of Boston, a position 
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which he filled twenty-eight years and was only given up when 
he went to Washington to finish the capital in 1817. Most of the 
time from 1797 to 1S18 he was chairman of the board, a position 
about equal to that of mayor. From 1790 to 1793 his mind was 
directed toward having a theater built in Boston. After three 
years of constant effort to overcome local prejudices, a com¬ 
pany was formed and the Boston Theater, in which he was a con¬ 
siderable stockholder, was commenced in July, 1793, and com¬ 
pleted and opened February 3, 1794. For this he contributed the 
design, but most probably as a promoter and not as an employed 
architect, for in recognition of the fact a gold medal was pre¬ 
sented to him by the corporation. On this is preserved the design 
of the front. While this was being erected, he, with two other 
gentlemen, undertook a great building speculation known as the 
Franklin place building venture. It was no less than the erection 
of two rows of three-story brick dwellings, 500 feet long, planned 
in the form of a crescent with a long narrow park in front. It 
was divided in the center by a triple archway covering a cross 
street, over which were rooms which they gave to the Boston 
Library and Massachusetts Historical Society. Bulfinch contrib¬ 
uted the plans, part of wfiiich have been preserved. When one- 
half of the buildings were completed he was obliged to take the 
whole venture upon his shoulders, and it ended in his financial 
ruin and bankruptcy, involving that of his father, brother-in-law 
and sisters. In his own words he ascribed this to his “ blindly 
gratifying a taste for a favorite pursuit.” It is evident that he was 
not only an amateur of architecture but of finance as well. As 
no salary was attached to the office of selectman he received 
much sympathy, which resulted in his being appointed by that 
body as superintendent of police at a salary of $600 a year, which 
office he held until 1815. 

This was probably the first money he ever earned, and as the 
office did not occupy all his time he was free to do other things. 
He was still one of the most popular men in Boston and had 
many friends and well-to-do relatives. Others finished the block 
and it was standing until 1855, extending from Hawley to Devon¬ 
shire street. Arch street crossed it in the center. The necessity 
for turning his talents to account was now felt for the first time, 
and his professional experience as an architect must have com¬ 
menced in 1794, about the time that the theater was completed. 
It is therefore an important date in American architectural annals, 
for up to that time, in the New Fngland States at least, there was 
no practicing architect. The competition for the capital at Wash¬ 
ington and the President’s house had just taken place, but he 
took no note of it. His opportunity was soon to come, for he 
still had the unbounded confidence of the community in the 
midst of which he had been reared. In 1795, by a resolve of the 
General Court of the Commonwealth of Massachusetts, on Febru¬ 
ary 16, Fdward H. Robbins, Thomas Dawes and Charles Bulfinch 
were appointed a committee to erect a statehouse on a lot of 
ground commonly called “the Governor’s Pasture,” containing 
about two acres, adjoining Governor Hancock’s garden, then 
owned by his heirs. 

The corner stone of the statehouse was laid on July 4, 1795, 
and the building completed in January, 1798. The records do not 
show that Bulfinch was anything more than one of the commit¬ 
tee, but as such he certainly was the architect and designed every 
part of the building. He must have received compensation as a 
committeeman, if not as architect, for he was then dependent 
upon his work for a living, but for which circumstance he might 
never have become a professional architect. The statehouse was 
built entirely of brick and wood. After referring to the recent addi¬ 
tions in the rear, which are not yet completed, the author says 
(and it may be taken as the last plea of the architect’s descend¬ 
ants) : “ It is yet uncertain what its fate will be. Whether it may 
not be found already undermined and ruined by the work upon 
the additions ; whether, if not yet too late, the public sentiment 
that has called for its preservation be heeded, and it be kept for 
future time as nearly as possible in its original form, strengthened 
and rendered fireproof, as advised by a special commission of 
expert authorities in a recent report to the legislature ; or whether, 
on the other hand, it be rebuilt on a larger scale, with some 
resemblance, perhaps, to the old model, but at the cost of forever 
destroying a genuine relic of the first century of the Republic.” 

It was not intended at the commencement of this review to 
trace the events of the life of Charles Bulfinch, however briefly, 
to their end, but to show as a part of current history how he 
became the first American architect. Neither is there any cer¬ 


tainty that there were no other professional practicing architects 
in America. We have his own testimony that there were costly 
buildings elsewhere, but there is no evidence that they were not 
designed by European architects, and thus far the evidence in 
this country does not go back of 1794. The record of the life of 
Bulfinch shows that for twenty years after the erection of the 
statehouse he was a very busy man and had an immense practice 
for that time. Through him the people of Boston first realized 
what an architect might be, and he became one of the historical 
personages of the small town who contributed in no small degree 
to making it a great metropolis. He not only designed all the 
churches and other edifices of Boston and the surrounding coun¬ 
try during that time, but as chairman of the selectmen was the 
most prominent factor in inspiring those changes and public im¬ 
provements which have contributed to make it what it is today. 
It is needless herein to recite what they were, Miss Bulfinch hav¬ 
ing now put them on record for the first time sixty years after his 



The Statehouse, Boston, Massachusetts. 

death. It is interesting to note, however, that notwithstanding 
his extensive architectural practice, the emoluments of which 
were probably'very small compared with what they might have 
been at the present time, he was for the second time the victim of 
a financial disaster far greater than the first one ; and that his 
removal to Washington in 1818 to complete the capital was due to 
the same cause that made him architect of the statehouse, and 
the absolute necessity for earning his daily bread. This in its 
results was a fortunate circumstance, for it probably prevented the 
design of Thornton and Latrobe from falling into worse hands 
than those of the conscientious and painstaking Bulfinch. I11 
1812 he was engaged in a large scheme of land improvement when 
the war made land transfers impossible. At the same time a fall 
and the breaking of one of his legs laid him up for three years 
and ended in permanent lameness. He was reduced to absolute 
poverty at a time when all building improvements had ceased 
as the result of events of the war, and was even imprisoned for 
debt. 

The correspondence with his friend Lee at Washington, which 
led to his employment on the capital, is to architects of the 
present day the most interesting part of the book. His consider¬ 
ation for Latrobe and the fidelity with which he carried out the 
original plans of the capital to completion during a period of 
twelve years shows his high appreciation of the ethics of the pro¬ 
fession and a lofty sense of honor that commends his life and 
example to the study of every American architect. It is well 
known that Latrobe was forced to resign because of his unwilling¬ 
ness to be subordinated in everything to Samuel Lane, the dicta¬ 
torial commissioner of public buildings, and that Bulfinch was 
solicited to come to Washington and apply for the position of 
architect while the quarrel between Latrobe and Lane was going 
on. This he refused to do, notwithstanding that his family was 
almost at starvation’s door. He did not accept the position until 
after Latrobe had left Washington. The following characteristic 
remarks are found in his letter to Mr. Lee, of September 27, 1817 : 

“The appointment which you propose has many attractions 
and strong inducements to please a more ambitious man than 
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myself. * ******* * * * 

But there are objections which you will permit me to state, some 
of which you may be able to remove. 

“I have always endeavored to avoid unpleasant competition 
with others that by opposing their interest would excite enmity 

and ill will. I 
would much re¬ 
gret to be an 
instrument i n 
depriving a man 
o f undoubted 
talents of an 
employment 
which places 
him at the head 
of his profession 
and which is 
necessary to his 
family’s sup¬ 
port.” 

After the 
commissioners 
appointed b y 
Congress had 
refused to re¬ 
move Batrobe, 
he wrote to Bee 
o n November 
15 : “I was not 
surprised at the 
determination 
of the commis¬ 
sioners to con¬ 
tinue Mr. Ba- 
trobe in em- 

Charles Bulfinch at the age of Seventy-nine. 

From a drawing by Alvan Clark. ploym e 11 1 . I 

think his talents 

entitle him to the place, and that he is the most proper person to 
rebuild what he had once so well effected.” 

But Mr. Batrobe resigned after he had been exonerated by the 
commission, a few days after this letter was written. Bulfinch 
accepted the position at a salary of only $2,500 per annum. His 
amiable disposition completely disarmed the tyrant Bane — who, 
however, did not remain as long as Bulfinch — and he completed 
the capitol in 1830. He was then sixty-seven years of age. He 
designed but one other building during this time though his 
employment allowed him to engage in other practice, and his 
failure to do anything else in Washington was a sore disappoint¬ 
ment to him. He returned to Boston in the spring of 1830. It is 
not recorded that he had any architectural practice after this 
except the designing of the statehouse at Augusta, Maine. His 
retirement from practice was rather from inability to obtain other 
employment at his then advanced age, than from choice. The 
inheritance of a sum of about $15,000 at this time was the only 
thing that kept him from actual dependence upon his relatives. 
He lived a quiet and retired life, boarding in the house that his 
father had formerly occupied, but surrounded by many relatives 
and friends who ranked high in the cultured society of Boston. 
His accomplished and saintly wife died in 1841, at the age of 
seventy-four, and he followed soon after, on April 15, 1844, in 
the eighty-first year of his age. 


THE ETHICS OF THE SKETCHBOOK.* 

BY PAUL WATERHOUSE, F. R. I. B. A. 

T HE phases of our shifting styles have their reflex in the 
changes of hunting ground. This, as a general statement, 
is a truism- not worth the saying ; but looked into more 
intimately the facts have a significance at the present day which 
at least deserves some thoughtful estimation. That in days gone 
by the study of things Roman should have bred the Renaissance, 
and that reciprocally the Renaissance should have sent architects 
with their drawing tackle to Rome, is a mere piece of artistic 
political economy, a bit of commonplace demand and supply, 
which calls for no comment, and has a parallel in every period of 
architectural importation. Our Gothic Revivalists scoured Europe 
for Gothic ammunition, and the creators whose activity adorned 
Regent’s Park and Fitzroy Square dug ores in Greece or remote 
Spalato, though to be sure their manufactured article was a far 

* From Journal of Proceedings of the Royal Institute of British Architects, 
July, 1896. 


cry from the original material. More recently, and with less 
transfiguration in the process, the sketchbook has borne its car¬ 
goes from the brick miracles of Bruges and Nuremburg, and from 
the placid wharves of Holland. Even Spain, hitherto sulking in 
peninsular seclusion behind the barriers of her Pyrenees, her im¬ 
pregnable language, and her marvelous railway sj'Ateni, has at 
last been forced into contribution ; and more than once one has 
seen upon the walls of the architectural room at the Academy 
productions (essays rather than performances) which suggested 
at least the will to transplant into boreal England the growths of 
that alien and uncongenial land. In all these processes of trans¬ 
fer, as indeed in every aspect of the stupendous conditions that 
govern architectural production, there is opportunity for thought 
and speculation, but it is in the comparison of our own day with 
the past that we find a special object of consideration. Without 
disregarding the fact that architectural borrowing has been the 
practice of all ages except the primaeval (witness the transplan¬ 
tation of Greek work to Roman, and the debt of Greece to Egypt 
and the East), it will probably be allowed that the present cen¬ 
tury has been preeminently the age of the sketchbook as a 
vehicle. Of course, in thus speaking of the sketchbook one 
means not merely, nor indeed at all, a collection of'random and 
incomplete studies, but genuine architectural memoranda of all 
kinds, including measured drawings. 

From the time when Nash, in 1800, set Augustus Pugin to 
work on the collection of Gothic materials which were to intro¬ 
duce an authentic character into the not too authentic medieval¬ 
ism of the hour, there has been a continuous, unintermittent flow 
in the supply of such necessary evidences. The publication of 
these evidences in printed books is a second stage in the process, 
and one that has done much to bring about that present condition 
of affairs which is so singularly in contrast with the days that are 
gone by. It is hardly possible for a student trained under modern 
conditions to so much as imagine the circumstances of our 
immediate forerunners. The elder men of our living generation, 
and those who were their predecessors — those, in fact, who were 
the leaders of the Gothic revival — had literally to find their own 
materials, to make their studies, not in books but in buildings, 
and to refer when faced by a question of precedent either to their 
own sketchbooks, or to some far-away and at the time unrecorded 
example. A strange age of twilight groping; to realize its con¬ 
ditions and its difficulties is to gauge and to appreciate the magni¬ 
tude of that movement, at present half neglected and sometimes 
more than half despised, which after all will certainly rank in the 
eyes of the future as the great feature of Victorian architecture. 
Today we have at our elbows, or at the worst a few streets off, 
such storehouses of printed precedents that no one need go far 
for study or for appeal. 

It is but a short while since all was otherwise. Some fifty 
years ago an English architect won, in open competition, the 
honor of building a church in a German seaport. In the prepara¬ 
tion for his design he studied on the Continent innumerable build¬ 
ings which he considered would train him in the style he should 
adopt. To be sure, in a German building it was excusable that 
he should wish to be German, and it is therefore not wholly to 
be regretted that he made Germany his field of study. But the 
reason of it is almost beyond our modern intelligence ; it is hard 
nowadays to realize that this architect did not understand till 
three years afterward that France, not Germany, was the real 
cradle of Gothic ecclesiastical architecture. The architect was 
no less a man than Sir Gilbert Scott, who paid his first visit to the 
French cathedrals after his appointment as restorer at Ely. Scott 
had built a 'matter of eight churches and carried out three restora¬ 
tions before he made that simple pilgrimage to the great churches 
of France which many a lad now takes in his pupilage. This 
goes to prove that even as recently as half a century ago the 
difficulties of scanty records were infinitely increased by actual 
doubt, even among professors of art, of the right sources in which 
to look for inspiration and teaching. 

In Street’s time such difficulties were less, but with him, also, 
his own sketchbook and his own memory were his standards of 
reference. What a sketchbook his was too, and what a memory ! 

In those days there sprang up the duty of sketching as a means 
of record. It became a duty on the part of architects, young and 
old, both to travel and to sketch, and in sketching to make faith¬ 
ful memoranda of what they studied and what they saw. The 
duty, at least in that special aspect, is now practically gone. You 
can hardly visit a building of beauty anywhere in Europe with¬ 
out the discouraging sense as you pull out sketchbook and pencil 
that all you see before you, and every detail of it, has been 
already recorded and published, and probably much better drawn 
than you can draw it yourself. 

Here, then, we face the questions, what is the need of sketch¬ 
ing, and what is the good of travel? The bookshelves of any 
good office, or failing them the Eibrary at Conduit Street, will 
afford you the opportunity of studying, comparing, and com¬ 
mitting to memory any building of importance in any country 
or of any age; why, then, should one travel a few hundred 
miles to make an inferior copy in one’s own sketchbook or to 
study these things under less comfortable circumstances? The 
man who could seriously ask this question could never arrive 
at, could never understand, the answer. It is, of course, the 
fact that our many and accessible records have made study 
a thousand times easier, and have rendered possible as never 
before the science of comparative archaeology. Nay, further, these 
ready helps have made it no unlikely thing that a man should 
become even expert in the architecture of a country he has never 
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visited : certainly it is possible for a student to have knowledge, 
and real knowledge, of more than he can ever even attempt to see 
with his own eyes and draw in his own sketchbook. But is the 
sketchbook, therefore, to die? Never, and for these reasons. 
Primarily, because in architecture the pencil works with the brain, 
and the brain with the pencil. To draw is to learn. It is impos¬ 
sible to learn architecture without drawing; it is impossible to 
draw architecture without learning. You can draw from engrav¬ 
ings and photographs, of course, but that is a lifeless sport at 
which Nature revolts, and you have to reckon with human nature 
even in an architect’s fiber. Again, there are more things in a 
building than the best book can give you. We are saved the 
necessity of visiting all buildings, but we must visit some, at least, 
and we must draw some. The resources of other men’s labors, 
engravings, lithographs and photographs have brought us much ; 
they have taken away the need of sketching as a means of essen¬ 
tial record, but they have not killed the sketchbook — rather, they 
have given the sketcher a new scope and a glorious liberty — a 
liberty which no man should abuse. So long as you draw — and 
draw you must--you may now draw what you will. Some of the 
necessity has gone, but none of the duty ; and duty has its laws. 
Here are some of the guiding lines. Never draw to make a pretty 
sketchbook—Burges taught us that. Of two subjects never 
choose the easier because it is the easier. Draw what you think 
you cannot remember rather than what you can. Never be timid, 
and above all, draw whatever you admire. Such are the rules we 
glean from the direct teaching and still more from the indirect 
example of those who have been and are the great masters of that 
magnificent and most modest art, the art of keeping an architec¬ 
tural notebook. 

The young man of today who visits for the first time some famous 
building is relieved from the necessity of making anything like a 
complete record of it; but this should not by any means lighten his 
conscience of the duty of carrying away in his own mind, aided by 
his sketchbook, such memoranda as will enable him in imagina¬ 
tion to reconstruct what he has seen. The practice of entering a 
cathedral and gleaning from it just so much as will provide a few 
pages of tasteful sketches is, of course, utterly reprobate. No 
doubt that man will learn most who on his first visit to the build¬ 
ing draws nothing, but endeavors to absorb much. If on leaving 
the building he will attempt to put together on paper the general 
outlines of what he has seen, and 011 his second visit corrects the 
mistakes of his rough sketch, and fills the inevitable lacuna by 
fresh observation, he will then have learnt much — far more, 
indeed, than if he had spent his first-half-liour in making jottings 
of gargoyles or drawings of foliage. In buildings such as cathe¬ 
drals, where plan is of importance, the plan should certainly be 
noted carefully, and rough general sections are by no means to be 
despised. They are not pictorial, and they do not interest the 
lady friends who look through your sketchbooks, but they give 
the key to many a building, and they are as a rule sadly neglected 
by sketchers. Many men need to be reminded that there is a class 
of drawing which lies between the strictly measured drawing and 
the purely freehand sketch which is of infinite practical value. A 
record of the leading dimensions and an approximation of the 
main proportions can often be obtained when time does not allow 
of measuring in the usual sense. Notes of this kind, even if they 
be burnt as soon as made, will put more knowledge into a man’s 
brain than the execution of volumes of pretty bits or whole 
sheaves of water colors. 

Briefly, our new position comes to this. We shall soon have 
no need, except in rare cases, to store up records for others, nor 
even for ourselves. Our process in drawing will be the same, 
accurate as ever, careful as ever, but for a changed purpose. We 
shall sketch, in fact, for the training of our hands, the strengthen¬ 
ing of our memories and the cultivation of that nameless and 
indefinable faculty which is the mainspring of art. 


TESTS OF CEMENT BEAMS. 

P H. JACKSON, C.E., of San Francisco, is authority for the 
following report on experiments on the transverse strength 
• of beams made of foreign cements : 

“The following is the result of tests to ascertain the relative 
transverse strength by central leads of small Portland cement 
beams, at 228 First street, San Francisco, on August 21, 1896, in 



the presence of Messrs. G. W. Percy and F. T. Shea, architects, 
and W. K. Brown, C.H., with the representatives of the following 
dealers in Portland cement in this city : Messrs. H. Cowell & Co., 
J. D. Spreckels & Bros. Company, W. R. Grace & Co., Girvin & 
Eyre and M. J. Brandenstein & Co., each of which furnished a 
barrel of their cement for the purpose, and under the direction of 
the undersigned. 

“Tests were made of two beams of each kind of cement, pure 
and mixed, from the different dealers, composed of neat cement, 


and half cement and half gravel volumes, of the form shown in 
Fig. 1 — with load suspended in center, each twenty-eight days 
old, ten of which immersed in water, resulting as follows : 

TESTED IN THE FOEEOWING ORDER: 


BRANDS. 

Neat Cement 
broke at 

Average. 

% Cement and 
!4 Gravel, 
broke at 

Average. 


lbs. lbs. 

lbs. 

lbs. lbs. 

lbs. 

Dyckerhoff (German). 

568 and 667 

617M 

684% and 705 

695 

Gillingham (English). 

674 K and 578 

626 

524 and 590 

557 

Star(French). 

597/4 and 549 

573 

646 and 668 % 

657 

Scale (French). 

669 and 599 

634 

660 and 674 

667 

Hilton (English). 

739K and 610 

675 

931 and 934% 

933 

Green Island (China). 

546J4 and 642 

594 

389 (X) 

389 


“N.B.— The trial of beams 546^4 and 642 pounds neat Green Island cement, 
and the 389 of half cement and half gravel of the same kind, were but twenty- 
five days old when tested, and one beam of half-and-half mixture was found 
imperfect and not tested, which is the reason of the omission at X.” 


ANNUAL MEETING OF THE OHIO CHAPTER A. I. A. 

T HE annual convention of the Ohio Chapter of the American 
Institute of Architects was held at the Hotel Atlas, Dayton, 
Ohio, August 19, 1896. 

The convention was called to order at 10:30 o’clock, by the 
president, J. W. Yost, of Columbus, Ohio, who read a short paper 
relating to the business of the Chapter during the past year, and 
referring to such matters as are of immediate present interest. 

Owing to the absence of the secretary, the calling of the roll 
was omitted, and G. W. Drach, of Cincinnati, acted as secretary 
pro tern. 

Inasmuch as the minutes of the last convention had been 
published in the various architectural journals, their reading was, 
on motion, dispensed with. 

The secretary being absent, no regular secretary’s report was 
received. 

Upon motion, the treasurer’s report was deferred until the 
afternoon session. 

The executive committee of 1894-5 made a report of the letter- 
ballot taken to test the wishes of the Chapter in regard to chang¬ 
ing its character and name, as authorized at the last convention. 
The report is as follows : 

To the Ohio Chapter A. I. A.: Dayton, Ohio, August 19, 1896. 

Your committee, instructed to take a letter-ballot in regard to the reorgani¬ 
zation of the Chapter, as per resolution of Mr. Rapp at the convention held at 
Cincinnati, August 20-21, 1895, reports as follows : 

Blank ballots have been mailed to all the members of the Chapter. 
Twenty-four have been returned, of which fifteen are in the affirmative and 
nine in the negative. Respectfully, 

J. W. Yost, 

James W. McLaughlin, 

Gustave W. Drach, 

For the Executive Committee. 

An informal discussion of the resolution to reorganize the 
Chapter followed the reading of the report. Upon motion of 
Mr. Williams the consideration of the matter was postponed until 
the afternoon session. 

There being no reports from the other special and standing 
committees, the president appointed two committees to nominate 
officers for the coming year. First committee: Mr. Ball, Mr. 
Burns, Mr. Rapp. Second committee : Mr. Williams, Mr. Drach, 
Mr. Peters. The committees were directed to report at the after¬ 
noon session. 

A committee was appointed to audit the report of the treasurer 
when ready. The committee consisted of Mr. Dexter, Mr. Rapp 
and Mr. Drach. Mr. Dexter presented a communication from the 
Secretary of the American Institute of Architects, requesting a 
contribution to the fund for the payment of necessary expenses 
incident to the support of the McKaig bill in Congress, whereupon 
Mr. McLaughlin moved that if the funds of the Chapter, when the 
secretary’s report is received, are found to warrant it, the treasurer 
be authorized to send a check for $200 to the secretary of the 
American Institute of Architects for the purpose above mentioned. 
After discussion, the motion was carried unanimously. 

Lpon motion of Mr. McLaughlin the Chapter adjourned for 
luncheon. 

AFTERNOON SESSION. 

Convention was called to order at 2:30 p.m. by the president. 
The treasurer reported that his annual report had been mislaid 
and was not present, and, upon motion, he was permitted to make 
a report at a later date. 

The two nominating committees thereupon reported tickets of 
names for officers for the next year, whereupon a ballot was taken, 
resulting in the election of the following persons : President, 
Luther Peters, of Dayton ; first vice-president, F. L. Packard, of 
Columbus; second vice-president, C. H. Owsley, of Youngstown ; 
secretary, R. E. Dexter, of Dayton ; treasurer, E. O. Fallis, of 
Toledo ; executive committee — C. I. Williams, of Dayton ; J. W. 
Yost, of Columbus; D. L. Stein, of Toledo. The next place of 
meeting, Columbus. 

Mr. Luther Peters, the president-elect, was called upon for a 
speech, and responded gracefully, thanking the convention for 
the honor conferred upon him, and pledging his earnest support 
to the work of the Chapter. 

Upon motion of Mr. McLaughlin, Mr. R. E. Dexter was elected 
secretary pro tern. 

The question of changing the character and name of the Chap¬ 
ter was then taken up, and, after discussion, upon motion of Mr. 
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G. W. Rapp, of Cincinnati, the convention agreed by unanimous 
vote to the change proposed, and the executive committee was 
authorized to confer with the executive committees of the Cin¬ 
cinnati and Cleveland Chapters, and with the secretary and 
executive committee of the American Institute of Architects, for 
the purpose of carrying into effect the resolution above referred 
to, which was presented by Mr. Rapp and adopted at the annual 
convention in Cincinnati, in 1895. 

Mr. Walter Forbush, a former member of the Chapter, pre¬ 
sented two gavels, the one used by Mr. W. W. Carlin, president 
of the Western Association of Architects, and the other used by 
Mr. Richard M. Hunt, president of the American Institute of 
Architects, at the Consolidation Convention, whereby the two 
societies were united under the name of American Institute of 
Architects. On motion of Mr. Fallis, thanks were returned to 
Mr. Forbush and the gavels accepted. 

The president then called the attention of the convention to 
the coming convention of the American Institute of Architects, to 
be held at Nashville, Tennessee, and requested as foil a represen¬ 
tation of the Ohio Chapter as possible. 

There being no further business, on the motion of Mr. Burns, 
the convention adjourned. 


OUR ILLUSTRATIONS. 

Commercial building for estate of M. A. Mayer, Chicago. 
D. Adler, architect. 

Great Northern Theater and Hotel building, Chicago. D. H. 
Burnham & Co., architects. 

Competitive design for courthouse, Sortth Bend, Indiana. Lamb 
& Rich, architects, New York. 

Accepted design for courthouse, South Bend, Indiana. Shep- 
ley, Rutan & Coolidge, architects. 

Preliminary design for the postoffice and customhouse at Chi¬ 
cago. Henry Ives Cobb, architect. 

Competitive design for courthouse, South Bend, Indiana. Yost 
& Packard, architects, Columbus, Ohio. Yost & Packard write : 
“We wish to call your attention to the fact that the requirements 
of the competition were that the stone for the exterior, except 
trimming, should be of rough granite, variegated in color, such as 
is found in the county, and this stone is unfit for a building of 
Renaissance design. We designed the exterior in a style best 
adapted for the material. We make this explanation in order that 
you may understand why the interior is in Renaissance and the 
exterior is in Romanesque.” 

Photogravure Plate: Library and meeting room of the Illi¬ 
nois Chapter of the American Institute of Architects, at the Insti¬ 
tute of Building Arts, Chicago. 

PHOTOGRAVURE PLATES. 

Issued only with the Photogravure Edition. 

Residence of Jacob Heissler, Chicago. C. J. Furst, architect. 

Residence of Mrs. Henry W. Hoyt, Chicago. Charles S. Frost, 
architect. 

Residence of G. W. Shannon, Chicago. Plolabird & Roche, 
architects. 

Residence of Prof. Jacques Loeb, Chicago. Patton & Fisher, 
architects. 

Residence of Prof. Henry H. Donaldson, Chicago. Patton & 
Fisher, architects. 

Residence of Prof. Frank Bigelow Tarbell, Chicago. Harvey 
L. Page & Co., architects. 

Residence of Dr. William H. Harper, of Chicago University, 
Chicago. Henry Ives Cobb, architect. 


MOSAICS. 

Joseph Tilton Moulton, well known as a contractor and 
builder of grain elevators, died on Sunday night last at his home, 
No. 1 Groveland Park, at the age of seventy years. He was the 
head of the firm J. T. Moulton & Son, and for more than forty 
years had been a resident of Chicago. Death came as the result 
of enfeeblement from age. Mr. Moulton was the father of Col. 
George M. Moulton, of the Second Regiment, Illinois National 
Guard, and William A. Moulton, of the Pioneer Fireproofing 
Company. 

Many of the most prominent architects in New York, says the 
World , have appealed to Mayor Strong to move for a larger appro¬ 
priation for the Building Department. The paper has been pre¬ 
sented, and, it is said, will be favorably considered. The petition 
follows : 

We, the architects of this city, whose names are appended to this petition, 
solicit and request that you respect the former petition requiring a larger 
appropriation for the conduct of the affairs of the Building Department of this 
city, so that that department may be enabled to still more effectively carry out 
its work. 

We submit as ail argument in favor of this request that during the incum¬ 
bency in office of the present superintendent and the able assistants that he 
has gathered around him, more satisfactory work has been done than ever 
was done before to properly carry out the great building enterprises of this 
city. 

Under these circumstances we feel it due to the superintendent to thus 
show our appreciation in this tangible form, and we do so with the hope that 
our petition will be considered and a further interview granted us on this 
request. 

The petition carries with it what many officials declare to be 
a suitable answer to those at fault with the department. Some 


weeks ago these enemies circulated another entirely different peti¬ 
tion. It declared, among other things, that Mr. Constable was 
incompetent and distasteful to architects. It was asserted also by 
the petitioners that the superintendent made a practice of delay¬ 
ing work on buildings to suit his own convenience, and that archi¬ 
tects who had imperative business with him were often kept 
cooling their heels for hours at his office. This petition was 
presented to Mayor Strong, and within a few days Mr. Constable 
will be called upon to answer it. He will have in the new petition, 
however, a sufficient answer to the accusations of these detractors, 
who, he asserts, are insignificant. Mr. Constable, in common with 
his assistants, has declared that no architect of any fame has 
found fault with him and that his enemies are moved principally 
by political bias to ask for his removal. Among those who have 
signed the new petition are: W. & G. Audsley, Holland C. 
Anthony, Berg & Clarke, Balb, Cook & Willard, Brunner & 
Tryon, Bloodgood & Lund, William P. Bannister, A. S. Bell, Cady, 
Berg & See, Clinton & Russell, F. T. Camp, William Arthur Cable, 
Constable Bros., Delemos & Cordes, John Dufais, John H. Duncan, 
Cyrus L. W. Eidlitz, Earnest B'lagg, Flemer & Koehler, Fowler & 
Hough, Robert W. Gibson, Elarding & Gooch, Heins & La Farge, 
H. J. Hardenberg, Eloward & Cauldwell, C. C. Haight, George K. 
Harney, Francis Gilman, Howard Jardine, Kent & Jardine, N. 
Le Bruu & Son, James Brown Lord, Lord & Kewlett, Little & 
O’Connor, A. C. Longyear, George B. Post, Bruce Price, Parish & 
Schroeder, W. A. Potter, George Palliser, Renwiclc, Aspenwall & 
Owen, Rydel & Shepard, John B. Snook & Son, W. Wheeler 
Smith, Schickel & Ditmass, Benjamin Sillimau, R. M. Upjohn, 
Downing Vaux, Stamford White, of McKim, Mead & White, and 
Alfred Zucker. 

ASSOCIATION NOTES. 

AMERICAN INSTITUTE OE ARCHITECTS. 

A meeting of the Executive Committee of the American Insti¬ 
tute of Architects was held in New York, August 28, 1896. Pres¬ 
ent— President George B. Post, Edward H. Kendall and Secretary 
Alfred Stone. 

The reading of the records of the last meeting was omitted. 

An illustrated publication, the alternate pages of which were 
filled by the designs of a prominent firm of architects and adver¬ 
tisements, principally of builders and contractors, was submitted 
to the committee by a prominent member of the Institute. The 
publication was considered to be unprofessional, and because of 
its importance and gravity the matter was referred to the next 
annual convention, with a view to the establishment of a code of 
ethics which will stamp its disapprobation of the practice. 

Mr. P. B. Wight, F. A. I. A., sent to the committee a copy of 
the certificate formerly used by the Institute, which was designed 
by the late Mr. E. J. N. Stent, but it was not thought best to 
revive its use. 

The secretary was instructed to print in the next Proceedings 
a chronological list of E'ellows and Associates of the Institute, 
indicating those who were deceased and grouping those who 
founded the Institute in a separate list. 

The secretary was requested to prepare an amendment to the 
by-laws, giving the board of directors power to remit the dues of 
members who, by reason of disability, were unable to continue 
to pay the same. 

It was voted that the treasurer be directed to pay to the secre¬ 
tary of the National Conference on Standard Electrical Rules the 
sum of $25, the amount agreed to be paid toward the expense of 
said conference. 

The secretary read a letter from Mr. William Martin Aiken, 
F. A. I. A., Supervising Architect of the United States Govern¬ 
ment, expressing his earnest hope and his desire to raise the 
standard of excellence of government architecture, and his will¬ 
ingness and readiness to cooperate with the Institute in any action 
tending to the equitable and honorable adjustment of the prob¬ 
lem of the designing of certain government buildings by the best 
talent available among general practitioners, and in this he 
believed the present Secretary of the Treasurj^ was also agreed. 

The programme of the Nashville convention, as suggested by 
Mr. W. C. Smith, of Nashville, the chairman of the committee, 
was read and received consideration and suggestions. 

The following applications for election as Fellows of the Insti¬ 
tute were acted upon favorably : F. E. Kidder, Denver, Colorado ; 
J. Monroe Hewlett, New York, N. Y.; Frank H. Ouinby, New 
York, N. Y. 

The letter-ballots of June 8 were opened, and Robert E. Dex¬ 
ter, Dayton, Ohio, J. Graham Glover, Brooklyn, New York, and 
Rudolph L. Daus, Brooklyn, New York, were found to be elected. 

Adjourned. AlEREd Stone, Secretary. 


SYNOPSIS OF BUILDING NEWS. 

Architects are invited to furnish for publication in this depart¬ 
ment monthly or occasional reports of their new work before the 
letting of contracts. Reports of buildings costing less than $ 5,000 
are not published. 

Allegheny, Pa. —Architects Alden & Harlow, Pittsburg : For A. M. Byers, 
residence ; three stories ; cost $125,000. 

Chicago, III.—Architects Cole & Dahlgreu : For W. W. Lloyd, five two- 
story and basement frame residences, 22 by 45 feet in size each ; to be erected 
at Winnemac avenue and North Fifty-ninth street; they will have stone base¬ 
ments oak interior finish, mantels and sideboards, gas fixtures, the modern 
plumbing, furnaces, etc. 
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Architect Frederick A. Glattes : For Miss Nellie C. Mackey, a two-story 
and basement flat building, 22 by 58 feet in size ; to be erected at 1304 Congress 
street; it will have a buff Bedford stone front, oak and Georgia pine finish, 
mantels, sideboards, the modern sanitary improvements, gas fixtures, steam 
heating, electric bells, speaking tubes, etc. 

Architects F. F. Fry & Co.: For W. Demming, a three-story summer resi¬ 
dence, to be 65 by 90 feet in size ; to be erected at Finville, North Carolina ; 
will put in the modern plumbing, electric light, heating, hardwood finish, etc. 

Architects Ostling Brothers : For C. O. Callahan, a two-story, basement 
and attic residence, 22 by 56 feet in size ; to be built at the corner of Crawford 
and Greenwood avenues ; will put in all the modern sanitary improvements, 
gas fixtures, heating, mantels, sideboards, etc. 

Architects Hallstrom & Ockerlund : For Mrs. Thorson, a three-story store 
and flat building, 24 by 85 feet in size ; to be erected at 232 Division street ; it 
will have a buff Bedford stone front, flat roof, oak interior finish, mantels, 
sideboard, gas fixtures, steam heating, etc. 

Architects Huehl & Schmid : For M. Cole, a two-story store and flat build¬ 
ing, 25 by 80 feet in size ; to be erected at Division street near Western avenue; 
it will have a front of buff Bedford stone, pine interior finish, painted ; the 
modern open plumbing, gas fixtures, electric bells, speaking tubes, steam 
heating, cement floor, etc. 

Architects Schlacks & Ottenheimer : For Gutman & Co., a five-story fac¬ 
tory, 50 by 134 feet in size ; to be erected at Webster avenue and Dominic 
street; it will be of common brick with stone trimmings, gravel roof, electric 
light, plumbing, steam heating, elevators, cement work, etc. Also making 
plans for a three-story building, 66 by 95 feet in size ; to be erected at Rose- 
hill ; it will contain orphan asylum, schoolroom, dormitory and chapel, and 
cost about $50,000; it will be constructed of pressed brick with stone trim¬ 
mings, have hardwood interior finish, the best of modern plumbing, steam 
heating, electric light, etc. For Mrs. Nora Hartman, a three-story and base¬ 
ment flat building, 25 by 88 feet in size ; to be erected at Forty-seventh street 
near St. Lawrence avenue ; it will be of buff Bedford stone front, have interior 
finished in quarter-sawed oak, mantels, sideboards, gas and electric fixtures, 
the modern open plumbing, laundry fixtures, steam heating, electric light, 
bells, speaking tubes, etc. For F- Collinger, a three-story store and flat build¬ 
ing, 25 by 68 feet in size ; to be erected at Forty-third street near Vincennes 
avenue ; it will have a cut stone front, oak interior finish, mantels, sideboards, 
gas and electric fixtures, gas ranges and fireplaces, electric light, speaking 
tubes, electric bells, laundry fixtures, etc. 

Architects Brompton & Fawson : For M. Clark, agent, two two-story and 
basement frame residences, each 22 by 40 feet in size ; to be erected at Ash¬ 
land and Cullom avenues, Ravenswood ; they will have brick basements, oak 
finish, mantels, sideboards, gas fixtures, furnaces, electric bells, speaking 
tubes, laundry fixtures, etc. Also two two-story, basement and attic frame 
residences, 22 by 45 feet in size ; to be erected at Sunnyside avenue and Fymati 
street; they will have stone basements, hardwood interior finish, mantels and 
sideboards, gas fixtures, furnaces, the modern sanitary plumbing, etc. 

Architect Julius H. Huber : For Philip Weil, a two-story and basement flat 
building, 22 by 46 feet in size ; to be erected at Sawyer avenue, near Fogan 
square; will put in hardwood finish, mantels, sideboards, furnaces, gas fix¬ 
tures, modern plumbing, etc. 

Architects Finkler & Niess: For J. Bromley, a two-story livery stable at 
1597 Clark street ; it will be of pressed brick and stone front, have the modern 
plumbing, gas fixtures, etc. 

Architect J. T. Fortin : For A. J. Giroux, a three-story and basement store 
and flat building, 48 by 68 feet in size ; to be erected at the corner of Wash¬ 
burn avenue and Wood street; it will have a buff Bedford stone front and 
pressed brick and stone side ; oak and Georgia pine interior finish, mantels, 
sideboards, gas fixtures, steam heating, laundry fixtures, etc. For M. Bremer, 
a three-story and basement store and flat building, to be erected at Peoria 
street; it will have a buff Bedford stone front, oak and Georgia pine finish, 
the best of modern improvements, gas and electric fixtures, mantels and side¬ 
boards, laundry fixtures, steam heating, electric bells, speaking tubes, etc. 
Also three-story and basement flat building, 25 by 80 feet in size ; to be erected 
on West Sixteenth street; pressed brick and stone front, hardwood finish, 
mantels, sideboards, gas fixtures, etc. For F. P. Cardwell, a two-storj 7 and 
basement flat building, 51 by 65 feet in size; to be erected at the corner of 
Harrison and Gold streets ; to be of stone front, have hardwood finish, 
mantels, sideboards, steam heating, best of plumbing, etc. 

Architect A. Sandegren : For Frank Gustavson, a four-story flat building, 
2S by 88 feet in size ; to be erected at Oakenwald avenue ; it will be of stone 
front, have hardwood interior finish, mantels, sideboards, gas and electric fix¬ 
tures, steam heating, laundry fixtures, gas ranges, etc. 

Architects Wilson & Marshall: For J. C. Hutchings, a three-story and 
basement apartment house, 50 by 80 feet in size; to be erected at Oglesby 
avenue and Sixty-second street; it will be of buff Bedford stone front with 
stone cornice and stone bays, have interior finished in quarter-sawed oak, 
marble wainscoting, mosaic and tile floors, the best of modern sanitary 
improvements, gas and electric fixtures, laundry fixtures and driers, steam 
heating, electric light, gas ranges and fireplaces, cement floors in basement, 
electric bells, speaking tubes, wrought-iron lamps at entrance, etc. 

Architect B. S. Elmendorf: For W. B. Thompson, at West Congress street, 
a two-story, basement and attic flat building, 25 by 60 feet in size ; to be of buff 
Bedford stone front, have oak interior finish, mantels, sideboards, gas fixtures, 
furnaces, electric bells, etc. Also three-story and basement flat building to be 
erected at West Adams street; to be of buff Bedford stone front, have oak and 
Georgia pine finish, gas fixtures, mantels, sideboards, steam heating, etc. 
Also two-story, basement and attic frame residence, 24 by 50 feet in size ; to be 
erected at Oak Park ; it will have stone basement, quarter-sawed oak finish, 
mantels, sideboards, gas fixtures, laundry fixtures, furnace, electric bells, etc. 

Architect Martin Carr: Made plans for St. Bernard Church, to be erected 
at Stewart avenue and Sixty-sixth street. It will be 157 feet long and 82 feet 
wide, and will be constructed entirely of white Georgia marble. The interior 
will be very handsomely finished in oak and frescoing, marble floors, etc., and 
will also put in electric light, steam heating and the necessary plumbing, and 
handsome stained glass windows. There will be galleries with a seating 
capacity of 378, and the main body of the church will accommodate 1,138, mak¬ 
ing a total seating capacity of 1,516. The church will be completed some time 
toward the end of next year. Rev. P. B. Murray is pastor. The cost when all 
complete will exceed $100,000, and it is expected to be the finest church in Chi¬ 
cago. 

Architect George Grussing : Making plans for a two-story and basement 
residence, 25 by 60 feet in size ; to be erected on Washington boulevard near 
Albany avenue ; it will be of buff Bedford stone front, have the modern plumb¬ 
ing, gas and electric fixtures, gas ranges and fireplaces, oak interior finish, 
mantels, sideboards, laundry fixtures, electric light, hot-water heating, speak¬ 
ing tubes, electric bells, etc. For Henry Schwing, a two-story and basement 
flat building, 25 by 72 feet in size ; to be erected at 3728 Archer avenue ; it will 
have a front of buff Bedford stone, hardwood interior finish, mantels, side¬ 
boards, gas fixtures, electric bells, speaking tubes, the modern sanitary con¬ 
veniences, laundry fixtures, furnaces, cement floor in basement. For Charles 
S. Stover, at 465 Douglas boulevard, a two-story, basement and attic flat build¬ 
ing, 28 by 65 feet in size ; to have a buff Bedford stone front, interior to be 
finished in quarter-sawed oak and Georgia pine, have mantels, sideboards, 
gas fixtures, furnaces, laundry fixtures, electric bells, speaking tubes, etc. For 
A. D. Hillegas, at Winuetka, a two-story, basement and attic frame residence ; 
to have stone basement, oak interior finish, mantels, sideboards, gas and elec¬ 
tric fixtures, furnace, gas ranges and fireplaces, open plumbing, etc. 

Architect Frederick Foehringer : For William Hagen, a two-story resi¬ 
dence, at 1740 York place ; to have a buff Bedford stone front, copper bay and 
cornice, oak finish, mantels, sideboards, gas and electric fixtures, hot-water 
heating, laundry fixtures, gas ranges and fireplaces, electric bells, speaking 
tubes, etc. 

Architect A. T. Perree : For M. P. Severin, a three-story and basement flat 
building. 49 by 60 feet in size ; to be erected at the corner of Seventieth and 
Honore streets ; it will have a front of blue Bedford stone, the modern sanitary 
improvements, interior to be finished in quarter-sawed oak and Georgia pine, 
steam heating, mantels, sideboards, gas and electric fixtures, electric bells, 
speaking tubes, etc. For S. R. Moore, a three-story and basement flat building. 


44 by 60 feet in size ; to be erected at Wright and Sixty-sixth streets; it will be 
of stone front and side, have interior finished in quarter-sawed oak, mantels, 
sideboards, steam heating, electric light, laundry fixtures, gas and electric 
fixtures, gas ranges and fireplaces, etc. For J. C. Simson, a three-story and 
basement apartment house, 45 by 70 feet in size ; to be erected at 7020 Union 
avenue ; it will be of stone basement and pressed brick above, with cut stone 
trimmings, have the interior finished in quarter-sawed oak and Georgia pine, 
mantels, sideboards, gas and electric fixtures, laundry fixtures, steam heating. 

Architect Albert S. Hecht: For J. H. Hamilton,ofive two-story, basement 
and attic residences. 100 feet front and 51 deep ; to be erected at Forestville 
avenue near Forty-fifth street; the} 7 will have buff Bedford stone fronts, flat 
roof, quarter-sawed oak interior finish, mantels and sideboards, gas and elec¬ 
tric fixtures, steam heating, electric light, laundry fixtures, etc. 

Cleveland, Ohio.—Architect A. N. Oviatt, the Arcade, reports as follows : 
At South Brooklyn, Ohio, a Methodist Fpiscopal church building, consisting of 
auditorium, Sunday-school room, parlors, dining room and kitchen ; to be 
built of brick and stone, with slate roof and copper and stone cornices : hot-air 
heating and ventilation ; hardwood throughout, seating by pews ; cost $12,000. 
For B. W. Haskins, a frame and stone residence on Streater avenue ; slate roof, 
steam heat, plumbing, hardwood, grates and mantels, electric bells and lights ; 
cost $14,000. For E. E. Adams, on Euclid avenue, a house practically the same 
as the above ; cost $12,000. For G. E. Collins, on Euclid avenue near Willson, 
a frame and stucco dancing academy and music hall, 50 by 150 feet, two stories ; 
stores in front, steam heat, electric light; cost $10,000. The interior fittings 
and furnishings for the clubrooms of the Century Club ; these rooms will be 
located on the fifteenth floor of the New England Building and will be most 
elaborately finished in hardwood, mosaic, ornamental plaster and stained 
glass ; the rooms will consist of dining, grill and billiard rooms, parlor, ladies’ 
parlor, library, kitchens and pantries ; the cost will be about $30,000. 

Architect Charles E. Tousley, 176 Euclid avenue reports under construction 
a brick, frame and shingle stable for William Grief, on Lake avenue, 38 by 54 
feet in size, slate roof, wired for electric lights, plumbing and stable fixtures ; 
cost $5,000. For the Brooklyn Congregational Church he is preparing plans 
for the remodeling of the church building on Archwood avenue, adding to the 
rear of the building; brick and stone construction; steam heat; cost $6,000. 

Architects Sprackling & Metzinger, 89 Euclid avenue, report a brick and 
stone three-story tenement and store building for George Tinnerman, on 
Lorain street; gravel roof, steam heat, twenty suites with separate plumbing, 
plate glass ; cost $6,000. 

Architect E. E. Smith, 44 Euclid avenue, reports a frame residence for 
Warner White ; building on Euclid avenue, in East Cleveland ; slate roof, 
plumbing, steam heat, modern improvements ; cost $5,000 

Architects Lehman & Schmitt, 619 Hickox building, have prepared plans 
for a county morgue, to be built on Fake street, Cleveland ; it will be 38 by 108 
feet, two stories high, brick and stone, in the Egyptian style of architecture ; 
the building will contain a reception room, offices, vault, preparation room, 
show case, coroner’s room, courtroom and bathroom, plumbing, steam heat, 
marble work, cement, plate glass ; cost $28,000. 

Architect Fennimore C. Bate has fitted up offices in the New England 
building, Nos. 401 and 402. 

Denver, Colo.—Edbrooke Architectural Co.: F'or W. McQuown, two and 
one-half story dwelling, brick ; size 30 by 54 feet; cost $5,000. For Alfred 
Crebbin, two and one-half story terrace, brick; size 100 by 25 feet; cost $7,000. 
For W. J. Wilson, two and one-half story dwelling, brick ; size 37 by 52 feet ; 
cost $7,000. For Patterson & Thomas, four-story addition to Hotel Markham ; 
cost $30,000. For Thomas Freeman, two and one-half-story dwelling, brick ; 
size 35 by 44 feet; cost $8,000. 

Architect Robert Roeschlaub : For Denver School District No. 1, three- 
story addition to schoolhouse, brick; size 64 by 119 feet; cost $39,000. For 
William K. McMillan, two-story dwelling, brick ; size 36 by 38 feet; cost $5,000 ; 
For F- H. Jackson, residence of white brick with stone trimming ; size 40 by 
60 feet; cost $14,000. 

Thirty-seven permits issued in August, costing $120,700. 

Detroit, Mich.—Architect Alfred Wood : For Detroit and Toledo syndicate, 
to be built at^ Amherstburg, Ontario, a four-story brick and stone summer 
hotel and sanitarium; tile roof, modern improvements; size 27 by 118 feet; 
cost $100,000. 

Architect Wells D. Butterfield : For First Methodist Episcopal Society, 
Williamston, Michigan, stone church edifice ; field stone with sandstone trim¬ 
mings ; size 62 by 78 feet; cost $10,000. 

Architects Nettleton, Kahn & Trowbridge : For Mr. Yates, two summer 
houses, to be built at Pointe au Bargues, Michigan ; cost $5,000. For Detroit 
College of Medicine, veterinary hospital, four-story brick building, at southeast 
corner of St. Antoine and Mullett streets ; size 40 by 9c feet; cost $16,000. For 
Dr. Fred' Anderson, summer residence at Grosse Isle, Michigan ; cost $5,000. 

Architect Edw. C. Van Feyen : For Police Commission, Detroit, remodeling 
and repairing police headquarters, Farmer and Randolph streets ; cost $6,500. 
For Police Commission, Detroit, East Side Central Station, three stories and 
basement; stone and pressed Roman brick, tile roof, furnace heat; size 68 by 
72 feet; cost $25,000. For E. E. Taylor, Reed City, Michigan, three-story brick 
store and residence flats ; size 30 by 70 feet; cost $5,000. For Thomas W. Tzel, 
two-story frame residence and barn, to be built on Stanton avenue ; cost $5,000. 

Architect Harry J. Rill: For congregation of Most Holy Redeemer, Roman 
Catholic church edifice; to be built of Iona sandstone, at corner of Dix and 
Junction avenues; size 80 by 153 feet; cost $50,000. For Forman Building 
Company, an eight-story buff pressed brick apartment building, on north side 
of Jefferson avenue between Feib and Mt. Elliott avenues ; trimming of Ohio 
sandstone ; size 50 by 130 feet; cost $75,000. 

Architect^ George Zimmerman : For Thomas Zottowski, two-story brick 
and stone residence, to be built on north side of Canfield avenue ; cost $6,500. 
For Board of Education, two-story, twelve-room schoolhouse; to be built of 
pressed brick with stone trimmings ; to be built on Ellery street; size 75 by 
80 feet; cost $25,000. 

Architects Malcombson & Higginbotham : For St. Thomas Protestant 
Episcopal Church Society, a brick and stone church edifice ; to be built at 
corner of Boulevard and Shady lane ; size 50 by 60 feet; cost $10,000. For 
Board of Education, two-story, eight-room brick school ; to be built on Kirby 
avenue ; size 65 by 70 feet; cost $18,000. For Board of Education, two-story, 
twelve-room school building, at corner of McGraw avenue and Eighteenth 
street; size 70 by 75 feet; cost $25,000. 

Architect Gordon W. Floyd : For St. Joseph’s Retreat Society, Dearborn, 
Michigan, a four-story brick addition ; size 40 by 220 feet; cost $65,000. 

Architects A. C. Varney & Co.: For U. S. Fish Commission, Northville, 
Michigan, a frame fish hatchery ; size 40 by 70 feet; cost $7,500. For Frank 
N. Clark, Northville, Michigan, a two-and-one-half-story frame residence; 
cost $5,000. Also a three-story brick double store with residence flats ; to be 
built on Grand River avenue near Sixth street; cost $6,000. 

Architect Julius Hess : A memorial military building ; to be built on the 
Cass market site ; cost $30,000. 

Architect Joseph G. MacFeau : For J. Askew, Windsor, Ontario, a two- 
story brick double store, corner of Goveau and Wyandotte avenues ■ cost 
$25,000. 

Architects Mortimer F. Smith & Sons : A two-and-one-half-story brick and 
stone residence, at Ypsilanti, Michigan ; cost $25,000. Also a two-and-one- 
half-story brick veneered residence ; to be built on north side of Calumet ave¬ 
nue ; cost $5,000. 

Architects Donaldson & Meier : For F. B. Stevens, a two-and-one-half-story 
brick and stone residence ; to be built on north side of Elliott street • size 35 
by 52 feet; cost $9,200. 

Milwaukee, Wis.—Architects Ferry & Clas : For Goll & Frank, seven- 
story building of stone, pressed brick and terra cotta ; cost $125,000. 

Architects Rau & Kirsch : Have been awarded by the county board $750 on 
account of plans and specifications not used for rearrangement of'court¬ 
house. 

Minneapolis, Minn.—Architect W. B. Dunnell: For William H. Eustis 
fireproof building for N. W. Telephone Exchange Company ; size 71 by 100 
feet; three stories ; to be of pressed brick with stone trimmings ; cost $50,000. 
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BUFFALO HOT BLAST APPARATUS, 

For Heating, Ventilating, Drying, Cooling. 


SPECIAL CATALOGUE SENT UPON APPLICATION. 


Steam 

Fans, 

Ventilating 

Fans, 

Exhaust 

Fans, 

Steel Plate 
Fans, 

Blowers. 


BUFFALO FORGE CO., ■= - Buffalo, N. Y. 

CHICAGO STORES : 22 and 24 West Randolph St. 

NEW YORK: 26 Cortlandt St. 



TH6 Jenkins Automatic Air Valve 



Has proved to be all we claimed 
for it, i. e., a Positive and Reliable 
Air Valve. The expansible plug 
is a special compound, and MANUFACTURED EXPRESSLY for use in 
THE JENKINS AUTOMATIC AIR VALVE. It does not deteriorate, or 
lose its flexibility under the action of heat or steam. WITH THE JEN¬ 
KINS AUTOMATIC AIR VALVE YOU SHOULD CONNECT WITH A 
DRIP PIPE, THUS INSURING A POSITIVE CIRCULATION. We guar¬ 
antee them to be as represented. Our .trade-mark is on every valve. 


NEW YORK. 
BOSTON. 


JENKINS BROS. 


CHICAGO. 

PHILADELPHIA. 


ARCHITECTURAL DRAWING; 

Architecture; Mechanics; Mechanical Draw¬ 
ing; Electricity; Steam Engineering (Sta¬ 
tionary, Marine, Locomotive); Iron Work; 
Railroad, Bridge and Municipal Engineer¬ 
ing; Plumbing; Heating; Mining; Prospect¬ 
ing; English Branches. Courses begin with 
Arithmetic. Diplomas Awarded. The 
Largest Technical School in the World. 
Send for Free Circular, stating subject you 
wish to study. 

The International Correspondence 
Schools, Scranton, Pa. 



Direct Electric 
Direct Steam 
Belt Power 
Hand Power 

FOR PASSENGER AND FREIGHT SERVICE. 



Union Elevator and Machine Co. 

144-146 Ontario Street, CHICAGO. 


eproductions 


FROM 


Drawings, 
Photographs, Etc. 

BY THE MQST IMPROVED OF THE 

Zinc Etching and Photogravure Processes 

. . . BY. . . 

The Inland Publishing Co. 

Manhattan Building, - CHICAGO, ILL. 


General Electric Ctppy. 


COMPLETE 


Electrical Equipments 


FOR 


{lodern Office Buildings, Hotels, Theaters, 
Hospitals, Etc. 

Incandescent Lamps. 

Miniature and Decorative Lamps. 

Arc Lamps for indoor use. 

Motors for Pumps, Ventilators and for driving all kinds 

of Machinery. 

Wires especially made for use in Buildings. 

Safety Appliances for house wiring. 


{lain Office: - 


Schenectady, N. y. 


Sales Offices in all larde cities of the United States. 


The Snead & Co. Iron Works, 

LOUISVILLE, KENTUCKY. 

STRUCTURAL and ORNAMENTAL 
IRON WORK. 



HAND=FORGED AND HAMMERED GRILLE. 

Executed in Wrought Iron. 

Finished in Bower-Barff. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers 
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HIGHEST AWARDS FOR FINENESS AND STRENGTH. 

CENTENNIAL, 1876. Daily Capacity, 3,000 barrels. WORLD’S FAIR, 1893. 

SAYLOR 3 CEMENT 

Manufactured by COPLAY CEMENT CO., Allentown, Pa. 

Guaranteed the most economical for making Artificial Stone. Excelling all others for fineness, 
strength and constancy of volume. Prices and testimonials ou application. 

COMMERCIAL WOOD & CEMENT CO., sal a e g s ent. 

304-5 GIRARD BUILDING, PHILADELPHIA, PA. 



SIDEWALK 

-AND- 

Vault 

Lights. 

Sole Manufacturers 
of the 


FL 0 OR and R 0 OF 


LIGHTS. 


Dauchy Iron Works, 

84, 86 and 88 Illinois Street, 

CHICAGO, ILL. 



Ross Patent 
Light. 



AVOID EXTREMES 

Of heat and cold, by using 

THE POWERS SYSTEM 

— OF — 

Temperature Regulation. 

Applicable to all kinds of heating apparatus 
in Schools, Churches, Residences, Office Build¬ 
ings, etc. 

SBND FOR CATALOGUES. 



if IT 
¥f TURNS 
fROUND 

wmmm ggjgiaijji 


The Powers Regulator Co., 36 Dearborn Street, Chicago. 

508 Union Trust Bldg., St. Louis. 45 Oliver Street, Boston. 


BOLLBS PATENT. 

The Best! The Simplest! The Cheapest! 

THE REVOLVING SASH CO. 


American Tract Society Bldg. NEW YORK. 


TRADE MARK 

%} c U 

^AC 0^ 

REGISTERED 

The Officers of this Company were the 
Managing Partners of the old firm of 

JAMES B. SCOTT & CO. 


LASTING QUALITY ON THE ROOF 

Is What the Architect and House Owner 
want in a Roofing Tin. 


WE WARRANT THIS BRAND TO LAST ON THE ROOF. 


Follansbee Brothers Company, 

MANUFACTURERS, 

Offices and Warehouses: 328, 330, 332 Second Avenue, 

PITTSBURG, PA. 


“WHATEVER 
IS WORTH 
DOING AT ALL 
IS WORTH 
DOING WELL” 

Telephone 555 


THE HENRY 0. C HEPARD COMPANY 


212-214 
Monroe St. 
CHICAGO 


~ 


Printers, Embossers ■$§£ 
Blank Book Makers W: 


O0 . Observe Typography of THIS JOURNAL as a fair specimen of our grade of work 


We do 
all kinds of 
Printing and 
Binding 
Rush Work a 
Specialty 


F. A. BRYDEN, C. H. WHIPPLE. 

F. A. BRYDEN & CO., 

Manufacturers of Gold 

Picture Frames and Moldings, 

WHOLESALE AND RETAIL. 

255-257 Wabash Avenue, - CHICAGO, ILL. 

Write for Estimates and Catalogue. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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Valuable Publications Free. 

Any architect can secure valuable books of refer¬ 
ence without cost by sending for the catalogues of 
materials, etc., noticed from month to month in 
these columns. Large sums are spent on these 
catalogues,' and they contain much practical infor¬ 
mation. Many are art productions. They may be 
obtained free on application to those issuing them. 
In writing please mention THE INLAND ARCHI¬ 
TECT, and oblige the journal and the dealer. 


REQUESTS FOR CATALOGUES AND SAMPLES. 

Those wishing catalogues and samples sent them 
by dealers in general may have their names inserted 
under this heading free of charge. The only recom¬ 
pense desired is that the dealers who send catalogues 
to these addresses give THE INLAND ARCHITECT 
due credit for business benefits that result. 

Edward B. Gumaer, E. E. and Architect, Weldon 
Building, Jersey City, N. J. 

Ed E. Orr, 721 Broadway, Quincy, Ill. 

Bourgeois & Carrier, Architects, have opened an 
office in Colorado Springs, Colorado, and will be 
pleased to receive catalogues and samples from 
manufacturers. 


WILKS’ WATER HEATERS, STEAM 
GENERATORS AND STEEL TANKS. 

During the past ten years these have been 
placed in public buildings, hotels and resi¬ 
dences and purchased by the United States 

Government, 
corporations 
and individuals, 
and in every 
case have given 
most perfect 
satisfaction. 
With enlarged 
facilities the 
Wilks Manufac- 
t u rin g Com¬ 
pany keeps pace 
with the greater 
demands, and 
will furnish and 
supply a supe¬ 
rior heater at 
such reasonable 
prices that hot- 
water heating 
is within the 
means of all 
who study com¬ 
fort and econ¬ 
omy of house¬ 
keeping. 

The company 
lias recently put these heaters in a number 
of the best residences in this city and vicin¬ 
ity, and during the late cold winter they had 
a good test, and in every instance gave the 
very best satisfaction as to economy and 
heating qualities. Architects feel safe in re¬ 
commending these heaters. 

O. W. Norton, 4815 Lake avenue, says : 

I cannot ask for anything more perfect in its 
workings than this simple heater. I was told before 
selecting your heater for warming my house that 
while the small ones might work very'well it could 
not be depended on for house heating, but I could 
see no reason why the same construction on a larger 
scale would not give equally good results. As the 
heater is made of boiler plates instead of cast iron, I 
expect it will be much more durable, and the fire 
acts much more readily upon the mass of cold water 
than it could through thicker cast-iron plates. I can 
start with cold water and in forty minutes bring the 
temperature of water throughout the entire system 
up to 165 degrees. Very truly yours, 

March 6, 1895. O. W. Norton. 

Dr. William J. Neill, 296 North Lincoln 
street, Chicago, says : 

Four years ago last September I had one of your 
hot-water boilers put into my residence. It gave 
perfect satisfaction, using only seven tons of hard 
coal and heating twelve rooms perfectly. 

It was no more trouble to take care of than our 
parlor heater, which consumed as much coal, and 
only heated two parlors. Last March a year ago I 
began the erection of a double three-story building 
divided into six flats. As I had such pleasant expe¬ 
rience with hot-water heating, I concluded to put a 
hot-water heating plant in the new house. I wanted 
the Wilks heater, but the contractor said it would 


not do the work because too small, etc. So I ordered 
the best heater in the market. They put in a sec¬ 
tional cast-iron boiler. It was all right until I 
started it up ; then my trouble began. Could not 
keep the flats warm. After running about three 
weeks one of the sections broke over the fire-pot. 
After three days the proprietors put in another sec¬ 
tion, which ran along about twenty-eight days, and 
again broke. Again I was three days without heat. 
Again a new section was put in, and in three weeks 
again broke down. This occurred four different 
times, when I had it taken down and a Wilks boiler 
put in, and then came a change. Flats warm and 
fuel saved. I had used in three months twenty- 
seven tons of hard coal in the first heater, but since 
I began using the Wilks I have used about four tons 
per mouth in the two boilers. If I had forty build¬ 
ings to heat I would have it all done with the Wilks 
boiler, and no other. Respectfully, 

May 4,1896. Dr. William J. Neill. 

The best compliment to their superiority 
is the attempt of other manufacturers to 
imitate them. Would urge you writing 
S. Wilks Manufacturing Company, 113-123 
South Clinton street, for catalogue. 


REMINGTON BROTHERS’ NEWS= 
PAPER MANUAL, 1896 . 

We have received the ninth issue of the 
Newspaper Manual of Remington Brothers, 
of Pittsburg, Pennsylvania, and New York, 
N. Y. 

The contents include complete lists of all 
newspapers in the United States and Can¬ 
ada, with their days of issue, politics and 
circulations, and properly classified lists of 
the principal dailies and weeklies, and the 
best agricultural, religious, scientific and 
trade publications and leading magazines. 
All the lists are catalogued by towns in 
alphabetical order, and in the general list 
the population is given of each town and of 
the county in which it is located. 

The Manual contains a vast quantity of 
valuable information, concisely arranged, 
and is handsomely and substantially bound. 
As a book of reference it must prove inval¬ 
uable in every business office, as well as to 
everyone doing business as an advertiser. 

Sent by express, prepaid, on receipt of $3. 

DEVELOPMENT OF ELECTRICITY. 

The growth in the use of electricity is 
none the less rapid because carried on 
quietly. To gauge the progress, attention 
should not so much be directed to the fields 
of electric lighting and electric railways as 
to that of electric power, a field which is 
now steadily repaying the arduous culture 
bestowed upon it during the past few years. 
Not a day now passes without the record of 
some extensive project for the transmission 
of power, or of the completion of some in¬ 
stallation in which the current is used 
either to supersede steam, or in new places 
where steam would otherwise have been 
selected. Mills, mines, factories, shops of 
all kinds all over the country are steadily 
coming to the use of electric power, and the 
first failure has yet to be recorded. 

The economy and efficiency of electric 
power is perhaps most forcibly demon¬ 
strated by the extent of the orders placed 
for power apparatus, for it may be confi¬ 
dently asserted that greater engineering 
talent and closer examination is brought to 
bear upon electric power apparatus than 
upon apparatus of any other order. 

We have secured from the General Elec¬ 
tric Company’s Power and Mining Depart¬ 
ment some figures which illustrate not only 
the growth in the use of electric power, but 
also its economy and efficiency. These 
figures are represented in the unfluctuating 
horse-power instead of in dollars, which, on 
account of the fluctuation in prices, offers a 
standard gauge — the figures taking cogni¬ 
zance of electric power apparatus only : 

1892 1893 1894 1895 

H.-P.... 13,719 18,762 42,379 46,727 

In 1896 the missionary work of the past 
four years began to come to rapid fruition. 
From January 1 to July 31, the total horse¬ 
power of the apparatus amounted to over 


48,000 horse - power. During the same 
period in 1895 the aggregate orders amounted 
to 25,737 horse-power. From August 1 to 
August 18 the total amount of power appar¬ 
atus ordered during 1896 was increased to 
the respectable figure of 62,164 horse-power. 

Such a showing in face of the universal 
dullness in business everywhere is remark¬ 
able, and perhaps emphasizes the fact that 
during hard times the truest economy is the 
use of apparatus which cost least to oper¬ 
ate. It may be said that in every manufac¬ 
turing establishment using electricity as its 
motive power, the output lias not only been 
increased but its quality improved. 

NIAGARA SPRAY EJECTOR. 

The illustration herewith shows the Spray 
Ejector in operation on slab urinals. The 

entire surface 
of the slab is 
flushed with a 
fan-shaped 
film of water. 
As the slot out- 
let is only 
equal to two 
holes in the 
ordinary per¬ 
forated pipe, a 
large saving of 
water is evi¬ 
dent. There is 
no trouble from clogging. Nothing gets 
out of order. Further information can be 
had by writing the manufacturer, S. J. Put¬ 
nam, Princebay, New York. 


TRADE NOTES. 

Hearnshaw Fireproof Partition Com¬ 
pany have fireproofing for office, apartment 
and warehouse buildings, and have placed 
their work in several buildings. Architects 
recommend it as first-class, and owners 
should use it. Send for catalogue, 80 West 
Lake street, Chicago. 

George Poppert Manufacturing Com¬ 
pany have their rolling slat blinds intro¬ 
duced in all the states from Maine to Cali¬ 
fornia, and are now getting large orders from 
the New England States. They are espe¬ 
cially adapted for the Southern States, and 
their orders are on the increase from archi¬ 
tects and owners. Catalogue free. Milwau¬ 
kee, Wisconsin. 

The Erwin-Welch Hydraulic Ma¬ 
chinery Company are now furnishing the 
board of education their automatic hy¬ 
draulic pump in the schools of Chicago. 
Fresh drinking water on all floors and no 
waste of water. The attention of archi¬ 
tects and owners of large tenement build¬ 
ings is called to the fact that tenants can 
have a full supply of fresh water at all times 
by adopting this pump, and it will not 
waste any of the city water. Send for cata¬ 
logue or call and see them, 35 and 37 South 
Canal street, Chicago. 

The Monash-Younker Company, 203 
South Canal street, Chicago, Illinois, has 
lately been incorporated for the manufactur¬ 
ing of steam and water specialties. This 
new company owns and controls all the 
specialties manufactured by the Van Auken 
Steam Specialty Company, who will con¬ 
tinue to manufacture their specialties, but 
whose goods will be sold through the new 
company, the Monash-Younker Company. 
This new company has also purchased the 
patterns and plant of the Star Coupler 
Company, of St. Louis, and will manufac¬ 
ture Star lead pipe couplers and fittings for 
lead pipe plumbing without the use of sol¬ 
dering or wiping a joint. Parties interested 
in high-grade steam specialties or the new 
method of lead pipe plumbing without sol¬ 
dering or wiping joints, should address the 
Monash-Younker Company for their cata¬ 
logue, and mention this journal. 
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P hoto-Engraving, 
hotogravnre 

Reproductions. 

INLAND PUBLISHING CO., CHICAGO. 


Twenty Years’ Use has 
demonstrated that. 



DURABILITY 

is the essential point 
in Sash Chain. 

“GipNT” Jletal Sash Chain 

is being constantly 
imitated in appearance, 
but no one has succeeded 
in equaling its 

WEARING QUALITIES. 

The Bronze costs 40 per cent more than any 
other Sash Chain metal. 


MANUFACTURED ONUY BY 

THE SfllTH & EGGE {IEG. CO., 

BRIDGEPORT, CONN. 

HEADQUARTERS FOR 

Sash and Cable Chains, 
High=grade Sash Pulleys and Fixtures. 


THE BOWER 


SEWER GAS TRAP. 



A positive; VAT.VE seat ; 

A SOUND WATER SEAR. 

SIMPLE, CHEAP, EFFECTIVE AND 
DURABLE. 

With or without the Valve, it is the 
best Water Seal Trap in the mar¬ 
ket. There is no other Trap so sure 
of retaining its Wa¬ 
ter Seal; none that 
approximates it in 
the surety of the 
Valve Seal. The 
Valve keeps its seat 
by flotation, and as 
compared with other 
Valves and Traps is 
little or no resistance 
to the outflow of wa¬ 
ter or waste. Illus¬ 
trative and descrip¬ 
tive 48-page pam¬ 
phlet sent free on 
application. 

B. P. BOWER & CO. 

Manufacturers, 
CLEVELAND, OHIO. 


Small Healing Contracts. 

STEAM, HOT WATER AND 
COMBINATION A SPECIALTY. 

Thorough Workmanship and Lowest Prices. 

G, F, HAWKINS, DOWNER’S GROVE, ILL. 


McCULLY GLASS CO. 

MANUFACTURERS OF 

Stained and Beveled Glass, 

MEMORIAL WINDOWS. 

Special Designs Furnished upon Application. 

Send for Sample of Patent Perforated Ventilating Glass. 

346 and 348 Wabash Avenue, CHICAGO, ILL. 


D IXON’S (IfRAPHITE PAINT 

FOR TIN OR SHINGLE ROOFS AND IRON WORK. Tin roofs well painted have not re- 
IT IS ABSOLUTELY WITHOUT AN EQUAL. quired repainting for 10 to IS years. 

If you need any paint it will pay you to send for circular. 

JOSEPH DIXON CRUCIBLE CO., Jersey City, X. J. 


The University of 
Chicago 


consisting of Cobb Hall, Kent 
Chemical Hall, Ryerson Physi¬ 
cal Laboratory, Walker Mu¬ 
seum, and Divinity, Kelly, 
Beecher, Foster and Snell Dor¬ 
mitory Buildings, are all heated 
by 

L* PL Prentice Cow 


Also the Stock Exchange, La 
Salle and Washington streets, 
Reliance Building, State and 
Washington streets, Chicago 
Title and Trust Building, 100 
Washington street, Boyce 
Building, 1 \2 and 114 Dearborn 
street, Western Bank Note 
Building, Michigan avenue and 
Madison street, Lexington Ho¬ 
tel, Michigan avenue and 
Twenty-second street, also the 
Guaranty Building, Mooney & 
Brisbane Building and the Mor¬ 
gan Building, the sky-scrapers 
of Buffalo. If you should be 
wanting something “way up” 
in this line, viz. : High art Steam 
and Hot Water Heating, you 
do not need to look farther than 

L* PL Prentice Co* 


203 Van Buren St. 
Chicago 

Probably the largest firm of this kind in the 
world, viz ; exclusively Heating Apparatus, Steam 
and Hot Water that HEATS. 


Put into the While House by the U. S. Government. 



F. K. CUDETUS 

Patent Sewer-Gas and BackwaterTrap 

For Wash-Bowls, Sinks, Bath and Wash Tubs, 

CLEVELAND, OHIO. 


Please mention THE INLAND ARCHITECT when corresponding with Advertisers- 
































































































































September, 1896] 


THE INLAND ARCHITECT AND NEWS RECORD. 


xvn 


BROWN. MOSS GREEN. FRENCH GRAY. POMPEIAN BUFF. BLACK. 

ROYAL PURPLE. COLONIAL DRAB. 


US 
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Peerless Colors 

FOR 

MORTAR AND INTERIOR FINISH. 


BUFF. 


SAMUEL H. FRENCH & CO. 

PHILADELPHIA. 


RED. 



Murphy’s Packless 

Radiator Valves^ - — = 

WILL NOT LEAK ATTHE STUFFING BOX AND REQUIRE NO PACKING 

BEST VALVE IN THE WORLD Send for our Catalogue 

C n EH .. 203 S. CANAL ST. 

. P. Monash, Mgr. Chicago 



THE 


DON’T YOU MKNT TO SEE 


“The Link that Binds 
a Two Great Nations.” 


St. Clair 

Tunnel? 


Port Huron, Mich 
Sarnia, Ont. 


What is the 
Saint Clair 
Tunnel ? 


It is the greatest Sub-marine Tunnel in the world, extending 
from Port Huron, Michigan, under the St. Clair River to Sarnia, 
Ontario, and connecting the Grand Trunk Railway system of 
Canada with the Chicago & Grand Trunk Railway. It has just 
been completed at a cost of $2,700,000. The Tunnel proper is a 
continuous iron tube, nineteen feet and ten inches in diameter, 
and 6,025 feet, or more than a njile long. The length of the ap¬ 
proaches, in addition to the Tunnel proper, is 5,603 feet. 


Advance News 

INDICATING 

Chances to Sell 

PLANS, FIXTURES, 

MATERIALS, FURNITURE, 

MACHINERY, 

May be secured with promptness, accuracy and 
thoroughness, and at reasonable rates, from 

THE PRESS CLIPPING BUREAU, 

Robert and Linn Luce, 

78 Park Place, 68 Devonshire Street, 

NEW YORK. BOSTON. 


PROPOSALS. 


Treasury Department, j 
Office Supervising Architect, - 
Washington D. C , September 2, 1896. ) 
SEALED PROPOSALS will be received at this 
office until 2 o’clock p m., on the 30th day of Septem¬ 
ber, 1896, and opened immediately thereafter, for all 
the labor and materials required for the approaches 
to the United States Courthouse, Post Office and 
Customhouse building at Sioux City, Iowa, in 
accordance with the drawing aud specification, 
copies of which may be had at this office or the 
office of the Superintendent at Sioux City, Iowa. 
Each bid must be accompanied by a certified check 
for a sum not less than two per cent of the amount 
of the proposal. The right is reserved to reject any 
or all bids and to waive any defect or informality in 
any bid, should it be deemed in the interest of the 
Government to do so. All proposals received after 
the time stated for opening will be returned to the 
bidders. Proposals must be inclosed in envelopes, 
sealed aud marked “ Proposal for the Approaches to 
the United States Courthouse, Post Office and Cus¬ 
tomhouse building at Sioux City, Iowa,” and ad¬ 
dressed to William Martin Aiken, Supervising 
Architect, 


Treasury Department, | 
Office Supervising Architect, V 
Washington, D. C., September 2, 1896. ) 

SEALED PROPOSALS will be received at this 
office until 2 o’clock p.m., on the 29th day of Septem¬ 
ber, 1896, aud opened immediately thereafter, for all 
the labor and materials required for the plumbing 
aud gas piping for the United States Courthouse, 
Post Office, etc., at Omaha, Nebraska, in accord¬ 
ance with the drawings and specification, copies of 
which may be had at this office or at the office of 
the Superintendent at Omaha, Nebraska. Each bid 
must be accompanied by a certified check for a sum 
not less than two per cent of the amount of the pro¬ 
posal. The right is reserved to reject any or all 
bids and to waive any defect or informality in any 
bid should it be deemed in the interest of the Gov¬ 
ernment to do so. All proposals received after the 
time stated will be returned to the bidders. Pro¬ 
posals must be inclosed in envelopes, sealed aud 
marked. 11 Proposal for Plumbing aud Gas Piping 
for the United States Courthouse, Post Office, etc., at 
Omaha, Nebraska,” and addressed to William 
Martin Aiken, Supervising Architect. 


Treasury Department, ) 
Office Supervising Architect, V 
Washington, D. C., September 2, 1896. ) 

SEALED PROPOSALS will be received at this 
office until 2 o’clock p.m., ou the 25th day of Septem¬ 
ber, 1896, and opened immediately thereafter, lor all 
the labor aud materials required to put in place com¬ 
plete the steel and iron work of roof, etc., of the 
United States Post Office and Courthouse, Kansas 
City, Missouri, in accordance with the drawings and 
specifications, copies of which may be had at this 
office or at the office of the Superintendent at Kan¬ 
sas City, Missouri. Each bid must be accompanied 
by a certified cheek for a sum not less than two per 
cent of the amount of the proposal. The right is 
reserved to reject any aud all bids and to waive any 
defect or informality in any bid should it be deemed 
in the interest of the Government to do so. All bids 
received after the time stated will be returned to the 
bidders. Proposals must be inclosed in envelopes, 
sealed and marked, ” Proposal for the Si eel and 
Iron Framing of the Roof, etc., of the United States 
Post Office and Courthouse, Kansas City, Missouri,” 
and addressed to William Martin Aiken, Super¬ 
vising Architect. 


FOLSOM 

Patent Roof Snow Guards, 

For Old or New Roofs, Slate, Shingle or Tile, 

©I 

m iivebv 

.tpotpeca 

Far better than a guard rail, because the snow is 
held where it falls. In valleys where the suow forms 
large drifts and dangerous slides, thej' are indis¬ 
pensable. 

FOLSOM SNOW GUARD CO. 

178 Devonshire St., BOSTON, MASS. 

GENERAL WESTERN AGENCY, 

406 Royal Insurance Building, CH.ICAGO. 


MEACHAM & WRIGHT, 

MANUFACTURERS’ AGENTS 

FOR 

UTICA AND LOUISVILLE 

Hydraulic Cements 

AND DEALERS IN 

Lime , Michigan and Nezv Yo?'k Stucco 
and Portland Cement, 

98 MARKET ST., CHICAGO. 

Telephone 434. 


THE J. W. REEDY ELEVATOR CO. 

Passenger and Freight 

ELEVATORS. 

83 to 91 Illinois Street, 31-33 Tenth Avenue, 

CHICAGO. NEW YORK CITY. 


A Hint 


IT SHOULD NOT BE FORGOTTEN 
that the Lines of the 

Wisconsin Central 

Extend from 

Chicago and Milwaukee 

- to- 

Si. Paul , Minneapolis 
and Ashland , 

Passing through some of the largest towns in Central 
Wisconsin, and that close connections are made at 
St. Paul for all Western points, at Ashland for Duluth 
and Lake Superior points, and at Chicago for all 
Eastern and Southern points. 

For number and variety of summer resorts, and 
accompanying sport in the way of fishing and hunt¬ 
ing, the Wisconsin Central is not excelled by any 
line. 

Full information can be had upon application to 
any agent of the Company. 

H. F. WHITCOMB, JAS. C. POND, 

General Manager, Gen’I Passenger Ag’t, 

Milwaukee, Wis. 
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The Sanitas Ventilating Closet. 


.T 1 


■'■HE appearance of this closet has 
aroused an unusual interest among 
Architects and Sanitarians. It is 
the latest and most perfect development of a 
Ventilating Closet. Primarily designed for 
school use, it has not only answered per¬ 
fectly to schoolhouse requirements, but has 
been found indispensable for domestic use. 


" , 


H 

Z 
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> 




! 



Architects who wish to provide their clients with a closet which 
not only removes the wastes and all odors incident thereto, but 
continuously ventilates the toiletroom, will welcome this addition 
to modern sanitary apparatus. 

Smith & Anthony Co., 


MADE BY 

Sanitas Manufacturing Company, 

48=54 Union St., Boston, Mass. 


Proprietors, 

Chicago Agency, 217 Lake St. 


if 
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Better Goods 

Cannot be produced than 

Our Specialties, 


if 

ip 
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Pratt & Lambert, 

Varnish Makers, 

47 John Street and 5 Dutch Street, New York. 
370 to 378 26th St., Chicago. 

St. Patrick St. and Atwater Ave., Montreal. 


ip 

4? 


No, 38 Preservative, 

Light Liquid Wood Filler, 

No. 61 Floor Varnish, 

No. 110 Cabinet. 

Have you tried them ? 

Write for our booklets. They will be mailed free. 
“ Interior Finish of a Modern House." 
“Finishing- and Staining of Natural Woods." 


it 
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if 

if 

if 
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HOUSE AT MONUMENT BEACH, BUZZARDS BAY, MASS., W. R. EMERSON, Architect, 

-STAINED WITH- 

DEXTER BROS.’ ENGLISH SHINGLE STAIN 


A. Shingle Stain which will not Wash Off on Fade. 

BE SURE THAT THE SPECIFICATIONS ARE FOLLOWED OUT TO THE LETTER. 

SEND FOR SAMPLES TO 

H. M. HOOKER CO., 57 West Randolph St., Chicago, WI,0 “V sLT . Stains 

DEXTER BROTHERS, 55 AND 57 BROAD STREET, BOSTON. 

Pleas© mention THE INLAND ARCHITECT when corresponding with Advertisers. 
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CHICAGO 

HYDRAULIC-PRESS 
BRICK CO. 

202 Chamber Commerce. 

, y ' \ Chicago. 
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OMAHA 

HYDRAULIC-PRESS 
BRICK CO. 

Gray, Buff, Brown and Red 

Press Brick, 

First National Bank Building, 

OMAHA, NEB. 


KANSAS CITY 
HYDRAULIC-PRESS 
BRICK CO. 

MANUFACTURES 

FINE FRONT and ORNAMENTAL 

HYDRAULIC 

BRICK, 

Seventh and Central Streets, 
KANSAS CITY, MO. 
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Manufacturers, Wholesale and Retail Dealers in 


Builders’ Hardware, 

ART METAL WORK OF ALL KINDS, 

Cooling Rooms, Mechanics’ Tools, Pocket and Table Cutlery. 


Our stock is large and carefully selected. The assortment 
includes, besides all the standard lines, the NEWEST and BEST 
goods of a 1,1, the; heading makers. 


SOLE OWNERS OF 


Skidmore’s Patent Adjustable TV^ n( low Palcony 

and Simkins’ Patent WitidoW'Cleaners’ Safety Belt 
(For Cleaning the Outside of Windows of High Buildings), 

The very best and the cheapest devices for this purpose. 
Send for circulars and estimates. 


NOTICE OUR NEW LOCATION. 6ur stores are 180 feet deep on Randolph 
Street and 80 feet on State Street. We occupy six floors with every facility for 
showing and handling goods. 


Os & L ockett hardware (^o. 

50 State Street and 71 Randolph Street. 

Telephone, Express 551 and 554. 


...ESTABLISHED 1855... 


Crane Elevator Company, 


BUILDERS OF 
HIGH GRADE. 


ELECTRIC, HyDipLIC 0ND STEP 

ELEVATORS. 


World’s Columbian Exposition 
Nine First Awards. 


GENERAL OFFICES AND WORKS: 


219 South Jefferson Street, 

CHICAGO. 


issSSi-H 

P'f'ir* 

HI!Blif'.i&i 

A:: ^ 



MMPD 

wmm 
^■1 


The FOWLER 

Radiators 


THE DIRECT FLUE. 

Reduces friction of air pass¬ 
ing through flues to a mini¬ 
mum. All radiators united 
by smooth, tapering nipples, 
easily taken apart for hand¬ 
ling or repairs. 

CATALOGUE OF THIS AND OTHER STYLES ON APPLICATION. 

The Fowler Radiator & Mfe. Co., Johhstowh, Pa, 


IF YOU 



SPECIFY 


Samson Spot Cord 



You can tell at a glance that no other Sash Cord is substituted. It 
is warranted to be of the best cotton stock, smooth 
finish and perfect braid. 

tSiVMISOIV CORDAGE WORKS 

BOSTON, MASS. 
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Phila. & Boston Face Brick Co. 

T j^ 16 Liberty Square, Boston, Mass. 

^ SALES AGENTS WANTED. 



MADE OF ORNAMENTAL BRICK 

6 feet 3 inches wide. 

4 feet 8 inches high. 

Dimensions can be altered if desired. 

Our Sketch Book, containing 40 
special designs of Fireplace Man¬ 
tels made of Ornamental Brick, 
will be sent free to architects. 
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SPECIAL SUPPLEMENT 



VOL. XXVIII. 
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No. 2 


Technical Review, Great Northern Theater and Hotel Building, Chicago. 


THE NEW GREAT NORTHERN— A TEMPLE OF 
HOSPITALITY, BUSINESS, AMUSEMENT 
AND FESTIVITY. 


T HE new and enlarged Great Northern is now almost an 
accomplished fact. There was the Great Northern Hotel, to 
which name the words “ Fire Proof” were added. But such 
an appellation for any hostelry that claims to be first-class and 
up-to-date now “ goes without saying.” There is also the Great 
Northern office building and roof garden, and there soon will be 
the Great Northern Theater and Banquet Hall. All of these are 
now united between four walls, and the aggregation fronts on 



JACKSON STREET EEEVATOR ENTRANCE. 

Dearborn, Jackson and Quincy streets, covering an area of 200 by 
165 feet. They are coordinate branches of one great establish¬ 
ment, all connected together by internal communications in 
proper places, and mutually interdependent, while each having a 
special function to perform, is equally accessible from the public 
streets. The observer will note that they form a harmonious com¬ 


bination, as if conceived as a whole by one brain. Yet the orig¬ 
inal hotel, fronting on Dearborn street, has been in use several 
years, and was planned without any anticipation of the additions 
that have been built. These occupy the east part of the site, and 
have fronts on Jackson and Quincy streets of one hundred feet 
each, and up to the seventh story of the original building cover 
the whole ground, while above this point the north and south 
portions extend up to sixteen stories in height, with fronts on both 
streets and a court between, which is an extension of the original 
court of the hotel to the eastward, forming the largest interior 
court faced with enameled bricks in the city of Chicago. 

The original hotel building and all the additions have been 
designed and carried out under the direction of D.H. Burnham & 
Co., architects. The extension to the hotel part has a frontage 
of 100 feet on Quincy street, and is carried back 40 feet up to the 
seventh story ; above this it is 52 feet deep. The reason why this 
enlarged depth is obtained in the upper stories will be explained 
further on in connection with some ingenious features of planning 
and construction. Through the first story of this part is the main 
entrance to the theater, also the stage entrance and a separate 
entrance to the second balcony. The extension on the Jackson 
street side has a street frontage of 100 feet and extends back 40 
feet up to the seventh story, and above this 52 feet. This enlarge¬ 
ment above the seventh story is due to a system of construction 
the same as that used in the hotel extension. Both extensions are 
sixteen stories high above the basement. The Jackson street 
extension is a separate office building, containing 225 offices. On 
the first story are four retail stores and entrances to the offices, as 
well as an additional entrance to the ground floor and first bal¬ 
cony of the theater. These entrances are connected by a corridor 
which extends to the hotel office. There are three elevators at the 
entrance to the offices, which extend up above the roof into a 
penthouse, which opens out into the roof garden. The latter 
covers the whole of the office building, and is roofed and inclosed 
by awnings which are removed in the winter. 

On the Quincy street side is a new ladies’ entrance with two 
elevators, which also run above the roof. In the sixteenth story 
is the new dining room of the Great Northern Hotel. Immedi¬ 
ately above this on the roof is being constructed a conservatory 
of steel and glass, which is to be used as a banquet hall, having 
the same connection with the new kitchen to be built on the roof 
of the old hotel part as the dining room. 

Between the two extensions is the new Great Northern The¬ 
ater, which is 100 feet in length and 85 feet in width between the 
walls, with entrances from Quincy and Jackson streets at the west 
end, the stage being at the east end. The latter is 34 by 85 feet 
on the ground, and extends upward from the cellar grade, which 
is 14 feet 6 inches below the street grade, 73 feet to the under side 
of the roof. It has two steel fly galleries and a steel gridiron. 
The balance of the space, 85 by 62 feet, is the auditorium with its 
two balconies and three tiers of proscenium boxes on each side. 
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In addition to the above, the hotel company has purchased the 
five-story building, No. 14 Quincy street, and is reconstructing the 
same into a Turkish bath house, including a swimming bath in 
the basement. 

In the construction of the new parts of the Great Northern 
aggregation some of the most interesting problems that beset the 
modern architect have been solved. The new additional struc¬ 
tures stand between the original hotel, which is of nearly equal 
weight and has already settled from nine to ten inches, according 
to the original calculations, and two other old-style buildings 
which came to their permanent bearings many years since. Yet 
the new part fills the whole intermediate space, and it has been 
required to provide for the necessary settlement of the new build¬ 
ing while regarding the safety and avoidance of disturbance of 
two classes of contiguous buildings. When it is understood that 
the estimated settlement of the new structure was nine inches, 
the difficulty in doing this can be readily appreciated. As a mat¬ 
ter of fact, the Jackson street addition has settled nine inches and 
the Quincy street addition has settled six inches. But the former 
has now its full weight, while the latter has not yet attained its 
full weight, and the construction has been slower. The theater 
which stands between is therefore three inches lower on the south 
than on the north side, but as its whole construction is sufficiently 
elastic, nothing has to be feared while waiting for the north side 
to go down three inches more. But another difficulty had to be 
overcome. By the operation of the building law of Chicago all 
theaters must have independent walls, and the proscenium wall 
must be built of brick and closed in over the opening. This made 
it necessary to build the theater with heavy walls all around and 
across, and consequently of great weight, while it was necessary 
on account of the great height of 200 feet to make all the rest of 
the structure of steel frame construction. Here was a case where 
the heavy brick walls of one part had to be built before the weight 
could be distributed over other parts. But the elastic system of 
steel framing made this feasible, so that now the weights are 
nearly all on, there is no evidence of any rupture between the 
parts which have settled rapidly or slowly. It would take a 
long treatise to fully describe all that has been done to preserve 
the integrity of this and the older adjoining buildings. It is 
enough to know that there is no evidence of its having in any 
way affected the neighboring structures. All the foundations are 
of course independent of the older ones, and the steel columns 
built next to the old east wall of the Great Northern Hotel are 
still carried on steel screws resting on the new foundations, ready 
to be adjusted either way to preserve the proper position of both 
buildings. The wall of the building on the east side, fronting on 
Jackson street, still has a row of intermediate screws between 
itself and the new foundation of the office building on which it 
rests, ready to be lengthened as fast as the foundation settles. 

The most novel and interesting part of the steel construction is 
in the roof of the theater. This is of steel trusses bearing on 
solid brick walls. It has been mentioned that the new buildings 
which front on the streets are deeper in the lower than in the 
upper stories. Consequently the theater building is wider than 
the open court that is above it. This difference is twenty-six feet. 
When the brick walls at the sides of the theater had been built 
and the roof constructed to carry all that might be above it, all 
the requirements of the theater ordinance had been complied 
with. But there was not room enough for an economic arrange¬ 
ment of apartments in the office part or hotel above the sixth 
floor, while the court would be unnecessarily wide. The court, 
therefore, was narrowed so that the walls are in line with those of 
the older part of the hotel building. The trusses were made strong 
enough to carry the skeleton construction and enamel brick¬ 
faced wall of nine stories, and they were divided into panels so as 
to bring the weight at the ends of the first panels from the bearing 
plates. At the bottom line of the trusses the ceiling of the 
theater is a complete hollow tile fireproof floor, and the trusses 
are all completely inclosed in hollow tile partitions to effectually 
protect this vulnerable part of the construction. The whole 
scheme has been approved by the board of underwriters. 

The exterior achitectural treatment of the Quincy street front 
is an exact repetition of the original hotel building executed in 
red terra cotta and brick, but two stories higher. The Jackson 
street front has been treated as if it were a separate building, on 
account of the distinctive character of the use to which it is put, 
and this is executed in white terra cotta. The style is fifteenth 


century Gothic, and the treatment is extremely ornate, a method 
which seems to lend itself better to the finish of skeleton con¬ 
struction than any other. The front has the advantage of several 
points of view which will not be encroached upon, notably that 
from Plymouth place. 

We live in a period of condensation of time and space. An 
immense city springs into existence in less time than it would 
take to build a single temple in olden times, and the electric cars 
and the world-conquering bicycle bring the extremities close to 
the pulsating heart of the metropolis. A few weeks sufficed to 
conceive and complete the plans for this great building, and soon 
the glowing iron shot forth from the embrace of powerful rollers, 
the plastic clay took shape and form, forever now preserved by 
the petrifying flame, and as the giant’s mighty skeleton arose, so 
grew with it the flesh and skin and stately garment. And there 
he stands, beautiful and strong, equally defying fire and water, 
wind and weather. 

Two materials are necessary for the successful construction of 
our sky-scraper — steel and terra cotta. Steel it must be to create 
a rigid, immovable frame ; terra cotta it must be because there is 
no other material which, with the quality of being fireproof, com¬ 
bines absolute durability and at the same time offers to the archi¬ 
tect such unlimited opportunities for artistic expression in form 
and color. Neither stone nor brick nor any other known build¬ 
ing material combines in itself all these advantages. The use of 
ornamental terra cotta, together with steel construction, in such 
quantities and its manufacture according to special design in the 
course of a few months is strictly new and American, and no 
European city can boast of a similar edifice. The European 
architect would find no terra cotta factory that could carry out 
his conceptions of a prominent building except years could be 
consumed for the purpose, while Chicago contains a plant—the 
North-Western Terra-Cotta Company — which can produce a score 
of similar structures in one year. And still it is all hand work. 
With the exception of the preparation of clay and the application 
of glaze and enamel, no machine work has ever been successfully 
applied to the manufacture of architectural terra cotta. To any¬ 
one who knows that, substantially, terra cotta is nothing but 
burned clay, it may seem an easy matter to mold and burn 
it according to requirements, but in practice this is a rather 
complicated process. There is a drawing department, where 
every feature is carefully laid out, subdivided, profiled and sched¬ 
uled, where every joint, every check for iron, every anchor hole 
is indicated on the working diagrams. There is a carpenter shop 
where templets are made, a plaster shop where plaster models 
and molds are produced, a modeling room where the sculptor 
lends plastic form to his interpretation of the architect’s sketches 
of ornamentation. There is the clayworkers’ department, where 
the soft clay is pressed into the required forms and where intri¬ 
cate pieces are built up of clay and fitted together under many 
difficulties. There is the drying room where the finished pieces 
are carefully dried in various positions, in order to preserve their 
correct outlines. There are the complicated ovens, where by an 
immense but uniform gradually increasing and decreasing heat, 
the indestructible silicates are produced which transform into 
everlasting terra cotta the fragile pieces of dried clay. There is, 
finally, the fitting room where all burned work is carefully fitted 
together in order to let it all go into the proper place in the build¬ 
ing without delay at the scaffold where skilled mechanics set it 
up at the rate of several stories a week. The result of all these 
varied and complicated manipulations, performed by men who 
have become experts in their respective branches, all working in 
strict cooperation under experienced supervision, is, in this case, 
a most beautiful Gothic front, fireproof and imperishable, made 
according to the designer’s most delicate conception of detail, 
and set up and securely fastened to the iron frame — all within 
about three months, by the North-Western Terra-Cotta Company, 
of Chicago. 

The large light court of the Great Northern Theater and Hotel 
Building is faced with white enameled brick, manufactured by 
the Tiffany Pressed Brick Company, of this city. Over one hun¬ 
dred thousand of these bricks were used, besides a considerable 
quantity in blue and white in the hallway leading to the stage 
entrance. The enameled surface of these bricks is made to with¬ 
stand the severest climatic changes, hence their suitability for 
exterior as well as interior uses ; in fact, wherever light, cleanli¬ 
ness, durability and artistic shadings of color are desired. 
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Not only is this material very largely used in light courts, rail¬ 
way stations, etc., but its adaptability for fine fronts is becoming 
recognized. One great advantage in the use of enameled bricks, 
is in their being impervious to moisture, and the avoidance of all 
unsightly white effloresence which so often disfigures walls con¬ 
structed of other materials. 

The enameled bricks manufactured at heeds, England, have 
always held the highest place in the minds of architects, but they 
are rapidly being displaced in this country by the Tiffany enamel, 
which has reached a perfection difficult to surpass, by strict atten¬ 
tion to all details essential to a perfect article. This company 
has just placed on the market a “granite” shade of enamel brick 
worthy of the special attention of architects. 

The brown pressed bricks for the Quincy street front were 
made and furnished by the Chicago Hydraulic-Press Brick Com¬ 
pany, whose works are at Porter, Indiana, and whose sales of 
pressed brick last year in Chicago were upward of twenty million. 
A large number of the bricks were made from special molds, and 
form the rounded jambs of the windows and the rounded external 
and internal angles of the bays. The bricks are entirely free from 
the white discoloration which so often appears on buildings of 
brown brick of other manufacture throughout the city ; this same 
freedom from discoloration will also be noticed in the Marquette 
building, which also contains Chicago Hydraulic-Press brown 
brick. The high quality of these bricks is due to the careful 
study and selection of the clay from which they are made, the 
thorough seasoning of the clay before the bricks are pressed, the 
tremendous pressure on the bricks in the machine, the high and 
carefully regulated temperature under which they are burned, and 
the care which is taken in selecting the bricks before they leave 
the works. 

A great deal of originality was displayed in the finishing of the 
ornamental iron elevator inclosures, which are a combination of 
nickel-plate and bower-barff (or more properly speaking, magnetic 
oxide). The architect has designed this part of the work in the 
Gothic style, arranging the wrought-iron work in grilles or panels 
between uprights (or pilasters) and cross-pieces of ornamental 
cast iron. All the wrought iron is finished in dead black or oxi¬ 
dized, while the cast iron is heavily electroplated in nickel. The 
handsomely wrought grille work is shown off most advantageously 
by the luster of the nickel finish on the cast iron, which entirely 
surrounds each separate grille as though it were a frame. The 
whole work forms a beautiful effect and one that is pleasant to 
look upon. The inclosures above the first floor are not so elabo¬ 
rate, although in the same style as the first floor, and are finished 
in black. In the main hall on the first floor is a letter-box, used 
in connection with the mailing chute. This is admirably executed 
in cast iron, richly ornamented and finished in bower-barff. The 
stairways throughout this portion of the building follow the style 
of the other work (Gothic) and are of cast iron, with cast-iron risers, 
newels and railings. They are made in keeping with the general 
excellence of the rest of the work. All the interior ornamental 
ironwork for this whole building was made by the splendid young 
firm of artisans, the Chicago Architectural Iron Works, M. Salo¬ 
mon, president, Oakley avenue and Kinzie street, Chicago, Illinois. 

The tinting, painting and woodwork finishing of the hallways 
and the four hundred and forty rooms and offices of this building 
were done by the Nesbett Company, of 360 Wabash avenue, 
Chicago. 

The electrical plant will be one of the most interesting features 
of the building. Its capacity to supply the necessary power will 
be as great as the largest plant in the West. The dynamos, fur¬ 
nished by the Western Electric Company, are three 150-kilowatt, 
direct-connected units, of the multipolar ironclad type. They 
will operate at a speed of 280 revolutions per minute. The arma¬ 
tures of the dynamos are mounted on separate shaft, with a bear¬ 
ing on each side of the armature. Connection is made with the 
engine shaft by means of a flexible coupling. The sub-bases of 
the dynamos are mounted on I-beams, which form a part of the 
engine foundation. The usual adjustments are allowed for cen¬ 
tering the armatures and aligning the fields. These machines are 
equipped with carbon brushes, self-oiling bearings, and are over 
compound wound for five per cent, which is the loss in the wiring 
system. The frames of these machines are made of cast steel; 
the pole pieces of forged steel ; the field coils are wound on brass 
frames made in such a manner that they are easily removed in 
case of accident. The machines will be connected to a marble 
switchboard equipped with Weston instruments. 


Automatic circuit breakers will be used between the dynamo 
and switchboard in place of fuses. These will be made single 
pole, one on each side of the circuit. All connections between 
dynamo and switchboard are to be in lead cable underground, 
and all connections from circuits will be run in iron pipes con¬ 
cealed from view as far as possible. 

The wiring of this building is on the three-wire convertible 
system, and all wires from the switchboard to lamp outlets are 
incased in insulated iron pipe. The mains are rubber-covered 
wire with a lead casing, the service for each floor being tapped off 
to the cut-out box. By means of the new system of connection, 
the maximum difference of potential between any two lights at 
the point they are tapped on to the cut-out box is but .25 of one 
volt, making the difference in candle-power so small between the 
lamps on the top and bottom floors that it would be almost impos¬ 
sible to detect it with the most delicate instruments. The cut-out 
boxes are made of j^-inch marble equipped with plug fuses, and 
are provided with ornamental iron doors. 

The lights in the different offices are controlled by push 
switches conveniently located. In the hotel rooms there are pro¬ 
vided both automatic door switches and flush push switches in the 
rooms. 

The engines are to be furnished by Westinghouse, Church, 
Kerr & Co., Chicago, and consist of three Westinghouse compound 
engines, with cylinders 14 inches and 24 inches in diameter, by 14 
inches stroke of piston, space being allowed for one more unit to 
be placed later. With the steam pressure to be carried they will 
develop 230 horse-power each, and being entirely self-lubricating, 
are capable of making long continuous runs without stoppage or 
attention. 

The flexible spring couplings for connecting engines and 
dynamos are so designed as to give great flexibility between 
engine and dynamo shafts, obviating the necessity of bed-plates. 

These engines were chosen after a very careful investigation, 
on account of their great reliability and guaranteed economy for 
this kind of service. This fine economy was not only guaranteed, 
but, following the general custom of the Westinghouse Company, 
an actual test of the engines was made at their factory in Pittsburg, 
under the supervision of Mr. Charles G. Armstrong, consulting 
engineer, at which test the steam consumption per horse-power 
per hour was over a pound less than guaranteed, showing the 
reliability of a guarantee made by a company willing to base it 
upon an actual test made at the works before shipment. This 
form of guarantee is peculiar to the Westinghouse Company, and 
very few of any other engine concerns have facilities at their 
works for making such complete tests for actual conditions under 
which the engines will operate. They further invite any pros¬ 
pective customer for engines to visit their shops and make such 
tests as they may desire, and to inspect their thorough system of 
testing all material that enters into the construction of their 
engines. 

The general plan of the hot water piping to supply the hot 
water to all the rooms of the hotel baths, kitchen and laundry, 
is so arranged that there is a continual circulation of the hot 
water to every faucet in the building, so that there is no “waiting 
for the cold water to run out of the pipe,” before the hot water 
comes, and in addition there is a reserve of many thousand 
gallons of fully heated water always on hand. There are two 
feed-water heaters 1,000 horse-power each, 54 inches diameter by 
14 feet long, and weighing seven tons each. They are of the 
horizontal brass tube steam jacket type. One supplies the boilers 
with feed-water at 212 0 Ealir. and the other is capable of furnishing 
the building with 15,000 gallons of hot water per hour at from 
1 So 0 to 200° Fahr. 

The heater that supplies the boilers is provided with every 
facility for examination, cleaning and blowing off. It is estimated 
that the saving in fuel by the thorough utilization of the exhaust 
in these heaters will more than repay the first cost of their instal¬ 
lation each year. This splendid plant was manufactured in all its 
details at the iron and boiler works of Messrs. Baragwanath & 
Son, of 48, 50 and 52 West Division street, Chicago. 

The electrical plant, steam, hot water and general details of 
machinery installation are under the direct supervision of Mr. 
Charles G. Armstrong, consulting engineer, of Chicago. 

Many of the most important interests of the building are in the 
hands of Messrs. John & Alex Davidson, and are being conducted 
in a very efficient manner, and when the building is fully com¬ 
pleted Chicago will have a noteworthy addition to her buildings. 
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THE GREAT NORTHERN THEATER AND HOTEL BUILDING, CHICAGO. 

Jackson Street Front, Showing Rooe Garden. 

D. H. Burnham & Co., Architects. 
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The; Great Eight Court. 




Eeevator Inceosures from Jackson Street Entrance, 
Looking North. 


Eeevator Inceosures and Stairway, 
Looking East. 
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THE GREAT NORTHERN THEATER AND HOTEL BUILDING, CHICAGO. 

Quincy Street and Dearborn Street Fronts, Ladies’ Entrance. 

D. H. Burnham & Co., Architects. 


Ihe Feed=Water Heater ^ Hot Water Heater 

IN THIS BUILDING ARE OF THE 

HORIZONTAL STEAM JACKET TYPE. 


PARTIAL LIST OF BUILDINGS FURNISHED 
WITH OUR HEATERS: 


Auditorium Annex, Board of Trade, 
Stock Exchange, New York Life, 
Siegel, Cooper & Co. 


FURNISHED BY 

Wm. Baragwanath & Son, 


48, 50 & 52 WEST DIVISION STREET. 
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CONTRACTORS, GREAT NORTHERN BUILDING. 


Western Electric Company, 

CHICAGO. NEW YORK. 

HIGH=CLASS 

...GENERATORS AND MOTORS... 



Here are a few of the large buildings in which the 
Western Electric Company have installed 
Electric Lighting Plants: 


Great Northern Theater and Hotel 
Schiller Theater, - 
Davidson’s Theater, 

Duquesne Theater, - 
Alvin Theater, ... 
Woman’s Temple, - 
Marshall Field’s Stores, 

Siegel, Cooper & Co’s Stores, 
Virginia Hotel, - 
Milwaukee City Hall. 

Cincinnati City Hall. 

St. Charles Hotel, 

Grenewald Hotel, - 
St. Nicholas Hotel, 

Brown’s Palace Hotel, 

Waupun State Prison, 

Brooks’ Locomotive Works, 

State Industrial School, 

State Hospital for Insane, 

State Hospital for Insane, 

State Hospital for Insane, 


Bldg., Chicago. 

m * * 

- Milwaukee. 
Pittsburg. 

- Chicago. 


New Orleans. 

it t 4 

St. Louis. 

- Denver. 
Wisconsin. 

- Dunkirk. 
Rochester. 

= Buffalo. 
Dayton. 

- Kankakee. 


ENAMELED BRICK. 


REFERENCES. 

Chicago, 111. 

Great Northern Theater and Hotel. 
Marquette Building. 

Atwood Building. 

Lincoln Building. 

Trude Building. 

Garfield Park Power House, 
Stewart Building. 

I. C. R. R. Station at Van Buren 
Street. 

Buffalo, N. Y. 

Guaranty Building. 

Columbus, Ohio. 

Penn. R. R. Depot. 

Hoster Brewery. 

Jacksonville, 111. 

Deaf and Dumb Institute. 

Springfield, 111. 

Chicago & Alton R. R. Depot. 
Detroit, Mich. 

Mabley Building. 

Detroit Post Office. 

St. Louis, Mo. 

Liggett & Meyer Tobacco Factory. 

Pittsburg, Pa. 

Park Building. 

Princeton, N. J. 

Brokaw Memorial. 



Our Enameled 
Brick. 


in various shapes and colors, 
with high glaze or dull finish, 
are especially manufactured 
for 

Fine Interior Work 
and Fronts. 

“Tiffany” 
Enameled Brick, 

are being adopted for fine fronts, 
avoiding all unsightly WHITE 
EFFLORESCENCE. 


Estimates Furnished on Application. 


General Offices: 

1149 = 50=51 Marquette Bldg. 
204 Dearborn Street. 


Toledo, Ohio. 

Toledo & Ann Arbor R. R. Depot. 

C. L. Luce Estate Building. Long Distance Telephone, Express 579 
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CONTRACTORS, GREAT NORTHERN BUILDING. 


F. SHEARBURN, 

President. 


A. NESBETT, 

Secretary. 


The Nor th- IVes tern 
Terra-Cotta 
Company, 

CHICAGO. 


NESBETT COMPANY, 


PAINTERS AND 
DECORATORS, 


Telephone, Harrison 495. 


360 WABASH AVENUE, 
CHICAGO. 


Have furnished the Terra Cotta for the Great 
Northern Theater and Hotel Building , 
and for nearly all other skeleton 
buildings in the country . 


SOME OF OUR PROMINFNT CONTRACTS-. 

Great Northern Theater and Hotel Building, Chicago 
Champlain Building, - - - “ 

New Stock Exchange Building, - - “ 

Security Building, - - - " 

Unity Building, - “ 

Marshall Field (Retail) Building, - - “ 


M. SALOMON, PRESIDENT. 

Chicago 

Architectural Iron Works 

Oakley Avenue and Kinzie Street, 
CHICAGO, 

MANUFACTURERS OF 


Ornamental 

Iron, Brass and Aluminum. 


A FEW OF THE MANY CONTRACTS EXECUTED BY US ARE: 

Great Northern Theater and Hotel Building, - Chicago, ill. 

Auditorium Annex, ------ “ 

Silversmiths’ Building, - p - “ 

Schiller Theater, ------- «* 

Grand Central Passenger Station, ----- “ 

Evening Journal Building, ----- “ 

Garfield Building, ------ Cleveland, Ohio. 

Union Trust Building, ------ Detroit, Mich. 

Department of Public Safety Building, - Pittsburg, Pa. 

Government Post Office, ----- Charleston, S. C. 

Indiana National Bank, ------ Indianapolis, Ind. 

Scottish Rites Building, ----- “ 

Security Building, ------ Dubuque, Iowa. 

Tama Building, ------ Burlington, Iowa. 

Government Post Office, ----- Jacksonville, Fla. 

Tarrant County Courthouse, - Fort Worth, Texas. 

DESIGNS AND ESTIMATES FURNISHED. 


Chicago 
H y draulic - Press 
Brick Co. 

MANUFACTURERS AND DEALERS in 

HYDRAULIC-PRESSED, MOLDED 
AND INDIANA RED COMMON 

BRICK — 


MAKERS OF BROWN BRICK IN GREAT NORTHERN THEATER AND 
HOTEL BUIUDING AND MARQUETTE BUILDING. 


OFFICE AND EXHIBIT ROOMS I 

301-304 Chamber of Commerce Bldg., 

COR. LA SALLE AND WASHINGTON STREETS, 

CHICAGO. 

WORKS: PORTER, INDIANA. 













